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NOTE:— The  above  list  we  propose  to  carry  on  hand  at  all  tines 
j.n  New  York.  Other  designs  nay  be  on  hand  at  tines  in  lesser 
quantities.  . All  designs  shown  in  our  catalogue  No. 250.  and  which 
are  not  carried  in  stock  at  New  York  can  be  shinned  promptly  from 
our  Mill* 

A large  number  of  the  above  designs  have  been  equipped-  with 


a new,  and  improved  bead  joint  and  in 
from  the  old,  we  have  added  4,000  to 
No *2 13.  with  the  new  bead  is  JTo.&211, 


order  to  distinguish  these 
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the  entire  line  of  Ceilings  and 


only  the  largest,  but  the  most 
artistic  variety  of  designs  from 
which  to  choose. 


Branch  Offices  and  Warehouses 


NEW  YORK  ....  47.51  cliff  Street 

CHICAGO 45-47  Lake  Street 

ST.  LOUIS  - - . 1 12- 1 16  S.  Eighth  Street 

PHILADELPHIA  - - 402-406  Race  Street 

BOSTON  - - . . 132-134  Pearl  Street 

CHATTANOOGA  ...  King  Street 


IV 


WORKING  PLANS. 


^MOWING  the  arrangement  of  material  shipped,  are  famished  in  all  eases  where  diagrams  of  the  rooms  to 
be  ce, led  are  grven  ns,  and  detailed  drawmgs  shewing  the  method  of  applying  are  made.  If  a diagram 
of  the  room  to  be  ceded  is  turn, shed,  with  the  distances  from  point  to  point,  and  the  size  and  shape  of  all  offsets 

open, ngs  and  rrregularrttes  indicated,  we  will  be  able  to  make  more  intelligent  estimates,  and  if  desired  submit! 
free  of  charge,  a design  for  the  approval  of  the  customer. 

In  all  cases  inform  a,  of  the  heigh,  of  the  room  and  the  distance  from  the  window  and  door  casings  the 
ceiling,  so  that  a cornice  of  suitable  depth  may  be  selected 

More  satisfactory  results  will  be  obtained  if  some  choice  of  design  is  indicated  when  inquiry  is  made. 

wever,  r customer  expresses  no  preference,  we  will  prepare  an  artistic  arrangement  of  plates  suitable  for  the 
shape  of  the  room  and  the  purpose  for  which  it  is  to  be  used. 

and  bid”  d'Si"d'  We  f“™Sh  "P"“Ced  m“  ereC'  "*  ma‘"ial'  chatgi"S  f"  ^ transportation 
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INSTRUCTIONS  FOR  APPLYING. 


FURRING  FOR  FLAT  PLATES  AND  SHALLOW  PANELS. 

STRIKE  chalk  lines  the  length  of  the  room  at  distances  indicated  on  the  blue  print  so  that  they  coincide  with  the 
center  lines  of  the  nailing  beads  on  the  plates.  On  these  lines,  nail  ft  x ft  inch  furring  strips.  Between 
these  strips  and  across  the  room,  nail  -'headers"  or  cross  strips  at  distances  from  center  to  center  equal  to  the 
distances  between  centers  of  the  nailing  beads  of  the  plates  as  indicated  on  the  blue  print.  Nail  strips  in  angle  of 
cetog  and  wad  and  at  a dUtance  from  the  wall  equal  to  the  projection  of  the  cornice  to  receive  the  cornice  brackets. 

rmg  the  stnps  to  a uniform  depth  by  driving  wedges  between  the  strips  and  the  old  ceiling  or  joists,  otherwise  the 
ceiling  will  present  an  uneven  appearance  when  completed. 

Fla‘  plates  “V  be  *PPfcd  sheathing,  in  which  case  no  furring  strips  will  be  required,  but  the  sheathing 
should  be  level. 


SINGLE  FURRING. 


ruKitim.  tUK  PANELS  DEEPER  THAN  % INCH. 

distances^m™!!  r t ^ ^ '“^t  ^ T OT’  “V*  ^ P'a‘eS'  th“>  The"  "ail  0th-  at  right  angles  on  top  of  these,  at 

rilh  anl  r 7 T A l°  reS  CenteS  °f  the  Mitng  beadS  °f  the  panels'  35  shoWn  °n  the  blue  pnnt-  Nail  "headers"  or  cross  stnps  a, 

nght  angles  ,o  the  ast  stops  and  on  top  of  the  first  stops  applied.  This  will  bong  all  strips  to  the  same  level.  To  bring  the  corn.ce  to  the  level  of  the  ceiling  nail  one 

stop  on  top  of  another  ,n  the  angle  between  the  ce.l.ng  and  the  wall  and  at  distance  from  the  wall  equal  to  the  projection  of  the  cornice 


APPLYING  THE  CEILING. 


DOUBLE  OR  CROSS  FURRING. 


The  Field  should  be  applied  first,  then  the  Cornice  and  finally  the  Mold,  Border  or  Filler  as  the 
case  may  be. 

Beginning  at  one  comer  apply  the  ceiling  plates  across  and  along  the  room,  keeping  the  lapping  edges 
running  from  the  light.  Each  piece  should  be  carefully  lapped  so  the  beads  will  be  straight  and  true  and  the 
joints  not  noticeable.  The  plates  should  be  nailed  at  about  6 inch  intervals  with  one  inch  wire  nails  with  small 
heads.  Use  a sharp  punch  for  making  nail  holes  where  there  are  more  than  two  thicknesses  of  metal.  The 
filler  plate  is  cut  to  the  proper  width  and  lapped  under  the  member  on  the  side  away  from  the  cornice. 

Close  or  swedge  with  a small  dull  tool  any  joints  which  may  not  have  lapped  tightly  owing  to  the 
lapping  beads  having  been  bent  or  flattened  in  applying. 


The  list  pnces  in  this  catalogue  are  for  the  plates,  moldings,  etc.,  given  one  coat  of  white  paint  on  both  sides  before  shipping  and  include  brackets  and  nails  for 
applying.  If  stops  are  required,  we  will  furnish  ft  x ft  inch  furring  at  25  cents  per  100  lineal  feet,  or  I x I % inch  fumng  at  30  cents. 


STRIPS  WILL  NOT  BE  SHIPPED  UNLESS  ORDERED. 


VI 


TERMS. 


I HIRTY  DAYS  net  cash,  or  two  per  cent,  discount  from  net  amount  of  invoice  for  cash  if  paid  within 
* ten  days  from  date  of  invoice.  No  discount  allowed  after  ten  days. 

Bills  not  paid  at  maturity  are  subject  to  sight  draft  with  exchange  and  cost  of  collection  without  further  notice. 

Remittances  should  be  made  in  New  York,  Chicago  or  St.  Louis  Exchange. 

Orders  from  patrons  not  favorably  rated,  and  not  sending  references,  will  be  shipped  to  our  order,  and  draft, 
with  bill  of  lading  attached,  will  be  sent  through  the  bank  for  collection. 

Delays  will  be  avoided  if  references  are  furnished  when  inquiry  is  made. 

Claims  for  errors  should  be  made  upon  receipt  of  goods.  All  shipments  should  be  checked  upon  arrival 
and  errors  reported  immediately. 

If  goods  are  shipped  according  to  order  they  should  not  be  returned  without  our  consent.  If  damaged  in 
returning,  credit  will  not  be  allowed  to  a greater  amount  than  their  value. 

An  invoice  and  bill  of  lading  should  be  forwarded  when  goods  are  returned. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


GREEK. 


No.  571.  Finishing  Mold. 


6 cts.  per  foot. 


6x60  in. 
also  made  6x30  in. 


No.  570.  Ceiling  Plate.  30x60  in. 

also  made  30x30  in. 
S9.00  per  square.  or  30x90  in. 


No.  572.  Finishing  Plate. 


$9.00  per  square. 


24x60  in. 
also  made  24x30  in. 
or  24x90  in. 


I 


No.  485.  Ceiling  Plate.  12x24  in. 
$9.00  per  square. 


No.  486.  Ceiling  Plate. 
12x12  in. 

$9.00  per  square. 


No.  484.  Ceiling  Plate.  24x24  in. 
$9.00  per  square. 


No.  573.  Finishing  Plate. 


$9.00  per  square. 


24x54  in. 


i--  1 


2 


GREEK. 


No.  690.  Ceiling  Panel.  27x27  in. 

2^£  in.  deep. 

$11.00  per  square. 


No.  688.  Stile.  3x15  in. 
4 cts.  each. 


No.  693.  Ceiling  Panel.  15x21  in. 
2 in.  deep. 

311.00  per  square. 


No.  694.  Ceiling  Panel.  15x27  in. 

2 in.  deep. 

$11.00  per  square. 


No.  686.  Stile. 

6 cts.  each. 


3x27  in. 


No.  687.  Stile.  3x21  in. 

5 cts.  each. 


No.  695.  Ceiling  Panel.  15x15  in. 
2 in.  deep. 

$11.00  per  square 


WHEELING  CORRUGATING  COMPANY. 
WHEELING.  W.  VA. 


No.  691.  Ceiling  Panel.  21x27  in. 
2^4  in.  deep. 

811.00  per  square. 


No.  689.  Corner.  3x3  in. 
3 cts.  each. 


No.  692.  Ceiling  Panel.  21x21  in. 
234  in.  deep. 

811.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 
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No.  697,  Ceiling  Panel.  24  x24  in. 
in.  deep. 

SI  1.00  per  square. 


No.  696.  Ceiling  Panel.  27x27  in. 

in.  deep. 

67  cts.  each. 


No.  487.  Center.  24x24  in. 

2j^  in.  drop. 

60  cts.  each. 


No.  481.  Rosette.  8 in.  diameter. 
10  cts.  each. 


No.  451.  Mold. 


3 cts.  per  foot. 


^x48  in. 


No.  453.  Mold. 


3 cts.  per  foot. 


1^x48  in. 


No.  455.  Mold. 


4 cts.  per  foot. 


21.0x48  in. 


No.  452.  Mold. 


1x48  in. 


3 cts.  per  foot. 


No.  454.  Mold. 


2x48  in. 


4 cts.  per  foot. 


No.  456.  Mold. 


4x48  in. 


4*cts.  per  foot. 


4 


No.  457.  Mold. 


6 cts.  per  foot. 


4^x48  in. 


IffW 


457.  Cross. 


457.  Tee. 
8 cts.  each. 


M 

457.  Ell. 


No.  459.  Mold. 


6 cts.  per  foot. 


5^x48  in. 


459.  Cross. 


459.  Tee. 
4 cts.  each. 


459.  Ell. 


No.  460.  Mold. 


6 cts.  per  foot. 


6x48  in. 


460.  Cross. 


460.  Tee. 
5 cts.  each. 


460.  Ell. 


GREEK 


WHEELING  CORRUGATING  COMPANY, 
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No.  458.  Mold. 


5 cts.  per  foot. 


5x48  in. 


458.  Cross. 


458.  Tee. 
4 cts.  each. 


No.  463.  Mold. 


6 cts.  per  foot. 


6x48  in. 


463.  Cross. 


463.  Tee. 
5 cts.  each. 


463.  Ell 


No.  461.  Mold. 


7 cts.  per  foot. 


6^x48  in. 


461.  Tee. 
6 cts.  each. 


461.  Cross. 


461.  Ell. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


No.  462.  Mold. 

7 cts.  per  foot. 


7x48  in. 


462.  Tee. 
6 cts.  each. 


462.  Ell. 


No.  465.  Border. 


10  cts.  per  foot. 


11x48  in. 


465.  Cross. 


465.  Tee. 
12  cts.  each. 


465.  Ell. 
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No.  464.  Mold. 


10  cts.  per  foot. 


9x48  in. 


464.  Cross. 


464.  Tee. 
9 cts.  each. 


464.  Ell. 


No.  466.  Border. 


11  cts.  per  foot. 


13x48  in. 


466.  Cross. 


466.  Tee. 
14  cts.  each. 


466.  Ell. 


GREEK. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


No.  190.  Cornice  Mold.  2 in.  projection.  4 in.  deep.  48  in.  long. 

7 cts.  per  foot. 


No.  468.  Foot  Mold. 


5 cts.  per  foot. 


324x48  in. 


USSXSMJBXBOOnBS^St^SlSXl 


No.  294.  Cornice  Mold.  124  *n-  projection.  2 in.  deep.  48  in.  long.  A.  B. 

5 cts.  per  foot. 


No.  300.  Cornice  Mold.  124  in-  projection.  2J4  in.  deep.  48  in.  long. 

5 cts.  per  foot. 


No.  270  Mold. 


4 cts.  per  foot. 


4x48  in. 


No.  499.  Filler  and  Border. 


No.  500.  Filler.  24x48  in. 

also  made  24x96  in. 


$7.00  per  square. 


30x48  in. 
also  made  30x96  in. 


$7.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


GREEK. 


7 


No.  470.  Cornice.  3 in.  projection.  7 in.  deep.  48  in.  long 

10  cts.  per  foot. 


No.  467.  Frieze. 


12  cts.  per  foot. 


15J4*48  in. 


No.' 488.  Cornice.  7 in.  projection.  16  in.  deep.  48  in.  long. 

20kcts.  per  foot. 


No.  489.  Entablature.  Composed  of  Cornice  488,  Frieze  467,  Mold  468.  1 in.  projection.  35  in.  deep. 

37  cts.  per  foot. 


GREEK. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


Design  No.  1200. 


p . p Composed  of  Cornice  488,  Filler  500,  Border  466,  Field  484,  485,  486. 

“ed  °“  R°r  20x40  Fe'('  P"  SqUare’  R°°m  15x20  Feet  Re<Juires  about  4'40  sciuares  of  Material. 
^Ux4U  9.15  " » 20x40  “ ••  -<  1045 

" 25x60  “ 25x60  « £5  ..  „ „ 


S.imViHspi 


'mraur'jartjmr-jeirdmi 


»w;  . ” 
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mfmrrrri 
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uptlgpUaaliqiaUn) 


WHEELING  CORRUGATING  COMPANY.  GREEK. 

WHEELING,  W.  VA. 


Design  No.  1201.  Composed  of  Cornice  488,  Filler  500,  Plates  570,  572,  573,  Mold  571. 

Price,  Based  on  Room  15x20  Feet,  S9.45  per  square.  Room  15x20  Feet  Requires  about  4.25  squares  of  Material. 
« **  “ " 20x40  “ 9.30  “ “ “ 20x40  “ " “ 9.95  “ “ 

<«  “ “ “ 25x60  “ 9.25  “ “ “ 25x60  “ “ “ 17.75 

See  next  page  for  method  of  applying  this  ceiling. 
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Diagram  Showing  Method 


of  Applying  Design  No.  1201. 

Hrst,  Apply  Field  Plates  No.  570.  Then  Apply  Plates  572  and  573  a,  One  End  and 
One  Side,  Finally  Place  Finishing  Mold  No.  571  on  all  Sides. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 
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Design  No.  1202. 


Price,  Based  on 

a a a 

a a a 


Composed  of  Cornice  488,  Filler  500,  Mold  460,  Panels  690. 

Room  15x20  Feet,  $10.20  per  square.  Room  15x20  Feet  Requires  about  4.20  squares  of  Material. 
" 20x40  “ 10.35  “ “ “ [20x40  " " “ 10.05 

“ 25x60  " 10.60  " « “ 25x60  “ “ “ 17.85 
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WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


Design  No.  1203. 


p . E J ComP0!*<i  of  Cornice  488,  Filler  500,  Mold  460,  Panels  690,  Rosettes  481. 

“ ''°m  20x40  F"et’  TSS  T S<1:‘.ire-  R?,°m  Feet  Re(luires  4.55  squares  of  Material. 

s ::  ::  “ n-20  

One  Square  Foot  added  for  each  Rosette  No.  481. 


11.20 

19.85 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


GREEK 
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Design  No.  1251.  Composed  of  Cornice  488,  Filler  500,  Mold  and  Junctions  463,  Panels  697. 

Price,  Based  on  Room  15x20  Feet,  $10.75  per  square.  Room  15x20  Feet  Requires  about  4.25  squares  of  Material. 
“ “ “ “ 20x40  “ 11.05  “ “ . " 20x40  “ 11  " 9 95 

“ “ “ “ 25x60  “ 11.20  “ “ “ 25x60  “ “ “ 17.75 
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GREEK 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


Design  No,  1250. 


Price.  Based  o^Zm^oTee,'  mm""  ^ ^ ^ JUnCti°nS  463'  “ R°SeUeS  ^ 

“ “ •«  *<  20x40  “ ’ mo?  P.f  Square-  Room  15x20  Feet  Requires  about  4.60  squares  of  Material. 

25x60  uf,  " " 20x40  U.00  " " " 

5x50  H.05  «<  " 25x60  “ *«  «<  1980 

One  Square  Foot  added  for  each  Rosette  No.  481. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


GOTHIC. 
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No.  567.  Finishing  Plate.  21>£x21>£  in. 
$9.00  per  square. 


No.  399. 


Ceiling  Plate.  24x24  in. 
$9.00  per  square. 


No.  400.  Center.  3*0  in.  drop.  24x24  in. 
60  cts.  each. 


No.  401.  Frieze  or  Border.  24x24  in. 
$9.00  per  square. 


No.  566.  Finishing  Plate.  21^x24  in. 
$9.00  per  square. 


No.  398.  Ceiling  Panel.  % in.  deep.  24x24  in. 
$9.00  per  square. 


No.  403.  Inner  Corner.  24x24  in. 
$9.00  per  square. 


No.  404.  Frieze  or  Border. 

$9.00  per  square. 


24x48  in.  No.  402.  Outer  Corner.  24x24  in. 

$9.00  per  square. 


GOTHIC. 


No.  406.  Diaper. 


$8.00  per  square. 


24x48  in. 
also  made  24x90  in. 


No.  408.  Ceiling  Panel.  34  in.  deep.  24x48  in. 
$9.00  per  square. 


No.  407.  Ceiling  Panel.  34  in.  deep.  24x48  in. 
$9.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


No.  405.  Wall  Plate.  J4  in.  deep.  24x48  in. 
$9.00  per  square. 


GOTHIC 
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WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


No.  409.  Wainscot.  % in.  deep.  Two  Plates  24x32  in. 

810.00  per  square. 


No.  412.  Border. 


9 cts.  per  foot. 


12x48  in. 


No.  410.  Border.  12x48  in. 

9 cts.  per  foot. 


No.  415.  Mold 


4 cts.  per  foot. 


8x48  in. 


No.  419.  Finishing  Mold. 


5 cts.  per  foot. 


2)2.\48  in. 


No.  418.  j^Mold.  2)4x48  in. 

5 cts.  per  foot. 


m m s 

No.  420.  Cross.  2yzx2yz  in.  No.  421.  Tee.  2L£x2)£  in.  No.  422.  Ell.  2)ox2)4  in. 

3 cts.  each. 
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GOTHIC. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


No.  417.  Mold. 

5 cts.  per  foot. 

6x48  in. 

No.  413.  Mold.  7>£x48  in. 

7 cts.  per  foot. 


No.  414.  Mold.  6x48  in. 

8 cts.  per  foot. 


No.  586.  Cove.  Coved  to  12  in.  Radius.  24  in.  girt.  48  in.  long. 

20  cts.  per  foot. 


No.  585.  Cornice.  6 in.  projection.  9 in.  deep.  48  in.  long. 

15  cts.  per  foot. 


No.  411.  Cornice.  in.  projection.  12  in.  deep.  48  in.  long. 

14  cts.  per  foot. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


GOTHIC. 


Design  No.  1239.  Composed  of  Cornice  411,  Filler  633,  Border  410,  Field  399,  566,  567. 

Price,  Based  on  Room  15x20  Feet,  $9.35  per  square.  Room  15x20  Feet  Requires  about  4.15  squares  of  Material. 
“ “ " “ 20x40  “ 9.20  " “ “ 20x40  " “ " 9.70 

“ " “ " 25x60  " 9.20  “ “ « 25x60  “ “ “ 17.55  " “ “ 

This  Design  is  applied  in  the  same  manner  as  Design  No.  1201  as  described  on  Page  10. 
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GOTHIC. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


Design  No.  1240. 


Composed  of  Cornice  411,  Mold  418,  Border  404,  Panels  398. 

Price,  Based  on  Room  15x20  Feet,  $9.60  per  square.  Room  15x20  Feet  Requires  about  3.90  squares  of  Material. 

“ 20x40  “ “ “ 9.40  <*  «< 


20x40 


25x(30 


9.50 

9.35 


25x60 


17.00 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


GOTHIC. 
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Design  No.  1208. 


Composed  of  Frieze  404,  Cornice  411,  Ceiling  Panels  407,  408. 
Designed  for  Church  Ceilings  that  slope  from  center  to  walls. 


GOTHIC 
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WHEELING  CORRUGATING  COMPANY. 

WHEELING.  W.  VA. 


Design  No.  1146.  Composed  of  Cornice  411,  Frieze  404,  Plates  405,  Rail  414,  Wainscot  409. 

Price.  Based  on  Room  15  Feet  High  (not  including  Cornice)  $9.35  per  square. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


ITALIAN  RENAISSANCE. 
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No.  504.  Ceiling  Plate.  12x24  in. 

$9.00  per  square. 

This  plate  for  use  only  on  outer  edge  of  ceiling. 
See  design  1241,  Page  28. 


i 

/ 

s 

No.  512.  Ceiling  Panel.  14^x14%  in. 
$11.00  per  square. 


No.  514.  Ceiling  Panel.  2 in.  deep.  26%x26%  in. 
$11.00  per  square. 


No.  503.  Ceiling  Plate.  24x24  in. 
$9.00  per  square. 


No.  519.  Stile.  2%x26)$  in, 

8 cts.  each. 


No.  502.  Ceiling  Plate.  12x24  in. 
$9,00  per  square. 


No.  501.  Ceiling  Plate.  12x12  in. 
$9.00  per  square. 


No.  518.  Stile.  2j^xl4^  in. 
4 cts.  each. 


No.  520.  Corner.  2J4x2J4  *n- 
3 cts.  each. 


No.  481.  Rosette.  8 in.  diam. 
10  cts.  each. 


) 


\ 

l 


No.  513.  Ceiling  Panel,  1^4  in.  deep,  11^x26)^  in. 
$11.00  per  square. 


No.  515.  Ceiling  Panel.  2 in.  deep.  26^x26^  in. 
Composed  of  Panel  514  and  Rosette  481. 
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ITALIAN  RENAISSANCE. 


WHEELING  CORRUGATING  COMPANY. 
WHEELING,  W.  VA. 


No.  510.  Outer  Corner.  16}£xl6}£  in. 
25  cts.  each. 


- || IL/H  rj  ||  | . 

No.  530.  Wall  Plate.  24x48  in. 


also  made  24x96  in. 
89.00  per  square. 


No.  509.  Border.  Mould  ll^  in.  deep.  16^x48  in 

15  cts.  per  foot. 


No.  521.  Frieze. 


13  cts.  per  foot. 


7 

15x48  in. 


\ 

I 

27x33  in. 


Wainscot  Panel.  % in.  deep. 
810.00  per  square. 


No.  511  Inner  Corner.  24x24  in. 
40  cts.  each. 


No.  522  Frieze.  15x24  in. 

v 13  cts.  per  foot. 


No.  557.  Wainscot  Panel.  % in.  deep.  21x33  in 
810.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


ITALIAN  RENAISSANCE. 
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No.  551.  Filler  and  Border. 


$7.00  per  square. 


80x48  in. 
also  made  30x96  in. 


No.  538.  Wainscot  Rail. 

8 cts.  per  foot. 


No.  544.  Mold. 


3 % in.  deep.  10x48  in. 

13  cts.  per  foot. 


No.  545.  Cross.  10x10  in.  No.  546.  Tee.  10x10  in. 

16  cts.  each. 


No.  547.  Ell.  10x10  in. 


No.  552.  Filler. 


$7.00  per  square. 


24x48  in. 
also  made  24x96  in. 


No.  532.  Mold. 


2%  in.  deep. 

1 1 cts.  per  foot. 


No.  533.  Cross.  8x8  in.  No.  534.  Tee.  8x8  in. 

12  cts.  each. 


8x48  in. 


No.  535.  Ell.  8x8  in, 


No.  540.  Mold. 


1%  in  deep.  6*4x48  in. 

8 cts.  per  foot. 


No.  541.  Cross.  6*^x6*4  in.  No.  542.  Tee.  6>£x6>£  in. 

9 cts.  each. 


No.  543.  Ell.  6)6x6 U in. 
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ITALIAN  RENAISSANCE, 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


No.  528.  Mold, 


V/2  in.  deep. 
8 cts.  per  foot. 


6x48  in. 


No.  529.  Cross.  6x6  in. 


No.  530.  Tee.  6x6  in. 
9 cts.  each. 


No.  531.  Ell.  6x6  in. 


No.  524.  Mold. 


1J4  in-  deep. 

6 cts.  per  foot. 


4V£x48  in. 


No.  525.  Cross.  4>£x4}£  in.  No.  526.  Tee.  4)^x4^  in.  No.  527.  Ell.  4%x4}£  in. 

5 cts.  each. 


No.  555.  Cornice  11  in.  projection.  9 in.  deep.  48  in.  long. 

20  cts.  per  foot. 


No.  556.  Cove  Cornice.  9 in.  projection.  12  in.  deep.  48  in.  long. 

18  cts.  per  foot. 


No.  560.  Entablature. 


Composed  of  Cornice  555,  Frieze  521,  522. 
33  cts.  per  foot. 


11  in.  projection. 


24  in.  deep. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


ITALIAN  RENAISSANCE. 
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Design  No.  1242. 


Composed  of  Cove  556,  Filler  552,  Border  509,  Field  501,  503,  504. 


Price,  Based  on  Room  15x20  Feet,  $9.60  per  square. 

" « “ « 20x40  “ 9.30  “ “ 

« “ “ “ 25x60  “ 9.30  “ “ 


Room  15x20  Feet  Requires  about  3.95  squares 
“ 20x40  “ “ " 9-60 

« 25x60  " “ " 17.10 


of  Material. 

a u 
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ITALIAN  RENAISSANCE.  WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


Design  No.  1241. 


Composed  of  Cove  556,  Filler  552,  Border  509,  Field  501,  502,  503,  504. 

Price,  Based  on  Room  15x20  Feet,  S9.60  per  square.  Room  15x20  Feet  Requires  about  3.95  squares  of  Material. 

20x40  " 9.30  “ “ - 20x40  “ “ “ 9.60  “ “ 

25x60  “ 9.30  “ “ " 25x60  “ “ « 17 10  “ “ «• 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


ITALIAN  RENAISSANCE. 


frVv  ».V- 
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Design  No.  1243.  Composed  of  Cornice  555,  Filler  552,  Mold  540,  Panels  512,  513,  514. 

Price,  Based  on  Room  15x20  Feet,  $11.15  per  square.  Room  15x20  Feet  Requires  about  3.85  squares  of  Material. 

" “ “ " 20x40  “ 11.00  “ “ “ 20x40  " “ “ 9.25 

“ “ “ “ 25x60  “ 10.75  “ " “ 25x60  “ “ “ 16.90 


ITALIAN  RENAISSANCE. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


MoagnmLili 
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MUBiTI 


Design  No.  1244.  Composed  of  Cornice  655,  Filler  552,  Border  540,  Panels  512,  513,  514,  Rosettes  481. 

Price,  Based  on  Room  15x20  Feet,'  SI  1.10  per  square.  Room  15x20  Feet  Requires  about  4.10  squares  of  Material 
“ „ ,t  « 20x40  “ 10.95  “ " “ 20x40  “ “ " 10.15 

<*  <«  * >•  25x60  “ 10.70  “ “ “ 25x60  “ u " 18.75 

One  Square  Foot  added  for  each  Rosette  No.  481. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


ITALIAN  RENAISSANCE. 


Design  No.  1158. 


Composed  of  Cove  556,  Frieze  521,  522,  Wall  Plate  536,  Rail  538,  Wainscot  537,  557, 
Price,  Based  on  Room  12  feet  3 inches  High  (not  including  Cove)  $9.80  per  square 


t 

\ 
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ROCOCO. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


No.  211.  Ceiling  Plate.  24x48  in. 

also  made  24x96  in. 
or  24x24  in. 

$9.00  per  square. 


No.  425.  Border.  24x48  in. 

$9.00  per  square. 


No.  496.  Ceiling  Plate.  12x12  in. 
$9.00  per  square. 


No.  495.  Ceiling  Plate.  12x24  in. 
$9.00  per  square. 


No.  428.  Inner  Corner.  24x24  in. 
$9.00  per  square. 


No.  427.  Outer  Corner.  24x24  in. 
$9.00  per  square. 


No.  426.  Border. 

$9.00  per  square. 


24x24  in. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


ROCOCO. 
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No.  361.  Border.  24x48  in. 

$9.00  per  square. 


No.  360.  Border.  24x24  in. 

$9.00  per  square. 


No.  358.  Outer  Corner.  24x24  in. 
$9.00  per  square. 


No.  359.  Inner  Corner.  24x24  in. 
$9.00  per  square. 


No.  430.  Ceiling  Plate. 


24x48  in. 
also  made  24x96  in. 
or  24x24  in. 

$9.00  per  square. 


No.  448.  Border. 


$9.00  per  square. 


24x48!in. 


No.  449.  Outer  Corner.  24x24  in. 
$9.00  per  square. 


No.  450.  Inner  Corner.  24x24  in. 
$9.00  per  square. 
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ROCOCO. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


No.  370.  Border. 


$8.50  per  square. 


24x48  in. 


No.  213.  Border  or  Frieze. 


No.  371.  Outer  Corner.  24x24  in. 


$8.50  per  square. 


No.  356.  Wall  Plate.  24x24  in. 

$8.50  per  square. 


m u 


No.  867.  Wainscot  Rail.  7x48  in. 

8 cts.  per  foot. 


No.  362.  Wainscot.  24x33  in. 

$8.50  per  square. 


$8.00  per  square. 


24x48  in. 


No.  372.  Inner  Corner.  24x24  in. 
$8.50  per  square. 


No.  221.  Ceiling  Plate.  24x24  in. 
$8.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


ROCOCO. 
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No.  380.  Cove.  12  in.  radius.  24  in.  Girt.  48  in.  long. 
20  cts.  per  foot. 
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ROCOCO 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


No.  364.  Frieze. 


$8.50  per  square. 


24x48  in. 


No.  365.  Frieze.  24x48  in. 

$8.50  per  square. 


No.  363.  Border.  24x24  in. 

$8.50  per  square. 


Note— Pilaster  Panels  have  a flange 
on  each  side,  which  can  be  broken 
to  increase  the  measurements  given, 
which  are  from  bead  to  bead. 


No.  366.  Frieze. 


No.  373.  Pilaster  Panel. 
12x24  in. 

18  cts.  each. 


$8.50  per  square. 


24x48  in. 


No.  357.  Frieze.  24x24  in. 

$8.50  per  square. 


No.  374.  Pilaster  Panel. 
12x24  in. 

18  cts.  each. 


No.  375.  Pilaster  Panel. 
6x24  in. 

9 cts.  each. 


No.  376.  Pilaster  Panel. 
6x24  in. 

9 cts.  each. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


ROCOCO. 


I I I I 


n 

gn  in 

1 j” 

fc™' 1 

Design  No.  1213.  Composed  of  Cornice  221,  Filler  263,  Border  443,  Field  430. 

Price,  Based  on  Room  15x20  Feet,  $9.25  per  square.  Room  15x20  Feet  Requires  about  3.85  squares  of  Material. 
“ “ “ “ 20x40  “ 9.20  " « “ 20x40  “ “ « 9.30  “ “ « 

“ “ “ “ 25x60  “ 9.10  “ « “ 25x60  “ " “ 16.85  “ “ » 
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ROCOCO 


V/HEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


LLLL 


yiC'/f'  -Vf'  vi' 


Design  No.  1254 


Composed  of  Cornice  *221,  Filler  263,  Border  425,  Field  211. 

Price,  Based  on  Room  15x20  Feet,  $9.25  per  square.  Room  15x20  Feet  Requires  about  3.85  squares  of  Material. 

20x40  9.20  “ “ " 20x40  “ “ ••  9.30  “ “ 

25x60  “ 9.10  “ “ “ 25x60  “ " » 16.85  « «• 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


ROCOCO. 
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Design  No.  1245.  Composed  of  Cornice  221,  Filler  263,  Mold  241,  Border  361,  Field  211. 

Price,  Based  on  Room  15x20  Feet,  $9.55  per  square.  Room  15x20  Feet  Requires  about  3.85  squares  of  Material. 
“ " “ “ 20x40  “ 9.45  “ « « 20x40  " “ " 9.30 

“ “ " “ 25x60  " 9.25  “ “ “ 25x60  " “ “ 16.85  “ “ « 
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ROCOCO. 


WHEELING  CORRUGATING  COMPANY* 
WHEELING.  W.  VA. 


-rsv 


[ ■ r ')  • v. 


Design  No.  1103. 


Composed  of  Cornice  221,  Filler  255,  Mold  241,  Plate  211. 

Price,  Based  on  Room  15x20  Feet,  $9.85  per  square.  Room  16x20  Feet  Requires  about  3.90  squares  of  Material 
“ “ “ 20x40  " 9.85  " “ “ 20x40  " « « 9.35 

“ “ “ 25x60  “ 9.85  “ “ “ 25x60  “ “ ««  16.90  “ “ « 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


ROCOCO. 


Design  No.  1162. 


Composed  of  Cove  369,  Foot  Mold  381,  Frieze  373,  374,  357,  366,  Wall  Plate  356, 
Rail  367,  Wainscot  634. 


Price,  Based  on  Room  14  Feet  High  (not  including  Cove,)  $9.10  per  square. 
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EMPIRE. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


Design  Patent  Dec.  22d,  1903. 


No.  602.  Ceiling  Plate. 

24x48  in. 
also  made  24x96  in. 
or  24x24  in. 
$9.00  per  square 


No.  608.  Outer  Corner. 
24x24  in. 

$9.00  per  square. 


No.  604.  Border. 

24x48  in. 
also  made  24x24  in. 
$9.00  per  square. 


i 


No.  609.  Inner  Corner. 
24x24  in. 

$9.00  per  square. 


No.  605.  Corner  Plate,  to 
be  used  with  No.  606. 
$10.00  per  square. 


No.  606.  Corner  Plate, 
to  be  used  with  No.  605. 
$10.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


EMPIRE. 

Designs  Patent  Dec.  2 2d , 19,03. 
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No.  619.  Cornice.  7^>  in.  projection.  6 in.  deep.  48  in.  long. 

14  cts.  per  foot. 


No.  622.  Wainscot  Rail. 


7 cts.  per  foot. 


6x48  in. 


No.  600.  Center  Plate. 


80  cts.  each. 


i 

24x48  in. 


No.  615.  Mold.  6x48  in. 

7 cts.  per  foot. 


No.  595.  Mold.  6x48  in. 

6 cts.  per  foot. 


No.  598.  Ell.  6x6  in. 
5 cts.  each. 


No.  601.  Center.  48x48  in. 

Composed  of  two  plates,  No.  600  and  Center  Cap  No.  559. 

81.70  each. 
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EMPIRE. 


Designs  Patent  Dec.  22d,  1903. 


No.  614.  Border.  Mold  iyA  in.  deep. 

60  cts.  each. 


18x48  in.  No.  612.  Border.  18x12  in. 

15  cts.  each. 


No.  610.  Outer  Corner.  18x18  in. 
25  cts.  each. 


No.  611.  Inner  Corner.  24x24  in. 
40  cts.  each. 


No.  620.  Frieze. 


18  cts.  per  foot. 


15x48  in. 


No.  624.  Wainscot  Panel. 
% in.  deep. 
$10.00  per  square 


24x30  in. 


No.  623.  Wainscot  Panel. 
% in.  deep. 
$10.00  per  square. 


[ 

\ 

[ 

12x30  in. 


WHEELING  CORRUGATING  COMPANY. 
WHEELING.  W.  VA. 


No.  613.  ' Border.  18x24  in. 

30  cts.  each. 


No.  621.  Wall  Plate.  24x48  in. 
also  made  24x96  in. 

$9.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


EMPIRE. 

Designs  Patent  Dee.  22d,  1903. 
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Design  No.  1246. 


Composed  of  Cornice  619.  Filler  552,  Border  604,  field  Plate  602. 

Price,  Based  on  Room  15x20  Feet,  $9.45  per  square.  Room  15x20  Feet  Requires  about  3.70  squares  of  Material. 
“ “ « “ 20x40  " 9.35  " “ “ 20x40  " “ " 8.95  " “ 

u a a a 25x60  " 9.20  " " “ 25x60  " 11  " 16.35  " " 
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EMPIRE. 

Designs  Patent  Dec.  2‘2d,  1903. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


J Prir'p  Rac*H  o i?°^P^Sed  °f  Cornice  619>  Filler  552.  Border  610,  612,  614,  604,  Field  602 

' B“'d  r R°°m  “ Ff.et'  Pf  R°°"  15x20  F«t  Requires  ab'out  3.70  squares  o,  Materia 

„ „ „ „ 20x40  “ « ««  « at  >•  <■  „ 

25x60  " 9-30  25x60  ,e^ 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


empire. 


Designs  Patent  Dec.  22d,  1903. 
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Design  No.  1247. 


Composed  of  Cornice  619,  Filler  552,  Border  610,  612,  613,  614,  Corner  605,  608,  Border  604,  Field  602. 

Price,  Based  on  Room  15x20  Feet,  89.90  per  square.  Room  16x20  Feet  Requires  about  3.70  squares  of  Material. 

<iUx4U  9.45  “ 20x40  “ “ “ X95  « <«  « 

“ " “ 25x60  « 9.45  « « “ 16.35  
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EMPIRE. 

Designs  Patent  Dec.  22d,  1903. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


Design  No.  1248.  Composed  of  Cornice  619,  Filler  552,  Border  610,  612,  613,  614,  Corner  605,  606,  Border  604,  Field  602,  Center  601. 

Price,  Based  on  Room  15x20  Feet,  $9.95  per  square.  Room  15x20  Feet  Requires  about  3.70  squares  of  Material. 

“ “ “ “ 20x40  " 9.50  " “ " 20x40  ''  “ « 8.95  " “ “ 

“ “ “ " 25x60  " 9.50  “ «'  «•  25x60  " “ " 16.35  « » « 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


empire. 


Designs  Patent  Dee.  22d,  1903. 


Design  No.  1159.  Composed  of  Cornice  (519,  Frieze  620,  Wall  Plate  621,  Rail  622,  Wainscot  624. 

Price,  Based  on  Room  13  Feet  6 Inches  High  (Not  Including  Cornice)  89.45  per  square. 
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COLONIAL. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


No.  271.  Ceiling  Panel  1 % in.  deep.  24x24  in. 
§9.00  per  square. 


No.  497.  Ceiling  Panel.  1%  in.  deep.  12x24  in. 
$9.00  per  square. 


No.  436.  Ceiling  Panel.  1%  in.  deep.  18x24  in. 
$9.00  per  square. 


No.  272.  Ceiling  Panel. 


1%  in.  deep. 
$9.00  per  square. 


24x48  in. 


N<j.  437. 


Ceiling  Panel.  1%  in.  deep.  18x18  in, 
$9.00  per  square. 


No.  498. 


Ceiling  Panel.  \%  in.  deep.  12x12  in. 
$9.00  per  square. 


No.  438. 


Ceiling  Panel.  \%  in.  deep.  12x18  in. 
$9.00  per  square. 


WHEELING  CORRUGATING  COMPANY. 

WHEELING.  W.  VA. 


No.  2027.  Composed  of  Center  324, 
Plates  435,  Panels  439. 


No.  439.  \%  in.  deep.  24x24  in. 

36  cts.  each. 


COLONIAL. 


Note  Any  of  our  24x24  in.  Centers 
may  he  substituted  for  324 
if  so  specified. 


No.  2027.  Center. 


82.34  each. 


48x48  in. 


No.  435. 


10  cts.  each. 


5x29  in. 


COLONIAL 


WHEEL! NG  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 
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Design  No.  1132. 


Composed  of  Cornice  221,  Filler  255,  Mold  257,  Panels  497,  498,  271. 

Price,  Based  on  Room  15x20  Feet,  $9.60  per  square.  Room  15x20  Feet  Requires  about  3.85  squares  of  Material. 

" 20x40  “ 9.35  " “ " 20x40  “ " “ 9.35 

" “ “ 25x60  “ 9.30  “ “ “ 25x60  “ “ “ 16.85  “ “ *« 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


COLONIAL. 


53 


Design  No.  1126. 


Composed  of  Cornice  221,  Filler  255,  Mold  257,  Panels  497,  498,  271. 

Price/; Based  on  Room  15x20  Feet,  19.60  per  square.  Room  15x20  Feet  Requires  about  3.85  squares  of  Material. 
“ “ “ 20x40  " 9 35  " “ “ 20x40  " “ « 9y5  « 

“ “ “ “ 25x60  " 9,30  " “ « 25x60  “ “ “ 16.85  41 
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COLONIAL. 


WHEELING  CORRUGATING  COMPANY. 
WHEELING,  W.  VA. 


Design  No.  1073. 


Composed  of  Cornice  292,  Mold  302,  Border  224,  Panels  271,  272. 


Price,  Based  on 

Room  15x20  Feet,  $10.35  per  square. 

Room  15x20 

Feet  Requires  about 

3.90  squares  of  Material. 

II  it  it 

“ 20x40  " 10.35  " 

“ 20x40 

U H <( 

9.80 

U it  it 

“ 25xQ0  “ 10.35  “ 

“ 25x00 

U l\  1C 

18.40  “ " " 

WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


ORIENTAL. 
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No.  343.  Border.  24x24  in. 

$9.00  per  square. 


No.  342.  Ceiling  Plate.  21x48  in. 

also  made  24x96  in. 
or  24x24  in. 

$8.00  per  square. 


No.  392.  Border.  24x24  in. 

$9.00  per  square. 


No.  347,  Border, 


24x48  in. 


No.  447.  Border. 


24x48  in. 


$9.00'per  square. 


$9.00  per  square. 


ORIENTAL. 


No.  344.  Inner  Corner.  24x24  in. 
$9  00  per  square. 


No.  346.  Wainscot.  24x33  in 

$10.00  per  square. 


No.  493.  Finishing  Mold. 

5 cts.  per  foot. 


6x48  in. 


No.  210.  Ceiling  Plate  24x48  in. 

also  made  24x96  in. 
$8.00  per  square.  or  24x24  in. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


No.  345.  Outer  Corner.  24x24  in. 
$9.00  per  square. 


No.  341.  Wall  Plate.  24x24  in. 
$8.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


ORIENTAL, 


57 


No.  348.  Wall  Plate. 


S8.00  per  square. 


‘24x48  in. 
also  made  ‘24x90  in. 


No.  339.  Border.  9^x48  in. 

8 cts.  per  foot. 


No.  349.  Cornice.  9'4  in.  projection.  15  in.  deep.  48  in.  long. 

20  els.  per  foot. 


No.  382.  Border. 


10  cts.  per  foot. 


14x48  in. 


EfiZfitt 


No.  396  Mold. 


4 cts.  per  foot. 


4x48  in. 


No.  353.  Mold. 


5 cts.  per  foot. 


4x48  in. 


No.  352.  Border. 


7 cts.  per  foot. 


8x48  in. 


58 


ORIENTAL 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


Design  No.  1209. 


Composed  of  Cornice  354,  Border  447,  Field  342. 

Price,  Based  on  Room  15x20  Feet,  S8.80  per  square.  Room  15x20  Feet  Requires  about  3.45  squares  of  Material. 

“ “ 20x40  “ “ " 8.70  “ “ “ 


20x40 

25x60 


8.50 

8.45 


25x60 


15.95 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


ORIENTAL, 


59 


Design  No.  1210.  Composed  of  Cornice  354,  Border  343,  347,  Field  342, 

Price,  Based  on  Room  15x20  Feet,  $3.80  per  square.  Room  15x20  Feet  Requires  about  3.45  squares  of  Material. 
“ “ " " 20x40  “ 8.50  “ *'  “ 20x40  “ “ “ 8.70 

“ “ “ “ 25x60  “ 8.45  “ “ “ 25x60  " “ " 15.95 
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ORIENTAL 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


N°‘  1212'  Composed  of  Cornice  349,  Filler  263.  Border  382,  Field  210. 

</  ’ Ba.fed  ?n  R?,°m  F!et’  per  sqilare-  Room  15x20  Feet  Requires  about  4.25  squares  of  Material. 


20x40  “ 8.50  " 

25x60  “ 8.45 


20x40 
25x60  “ 


10.00 

17.65 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


ORIENTAL. 


61 
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Design  No.  1150. 


Composed  of  Cornice  349,  Wall  Plate  343,  Rail  353,  Wainscot  346. 

Price,  Based  on  Room  11  Feet  High  (Not  Including  Cornice),  $3.90  per  square. 


62 


ORIENTAL. 


WHEELING  CORRUGATING  COMPANY. 

WHEELING.  W.  VA. 


Design  No.  1151 


Composed  of  Cornice  349,  Frieze  343,  Plates  342,  Rail  353,  Wainscot  346. 
nee,  Based  on  Room  11  Feet  High  (Not  Including  Cornice)  $3.10  per  square. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


ORIENTAL. 
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Design  No.  1152. 


Composed  of  Cornice  354,  Frieze  352,  Plates  341,  Rail  353,  Wainscot  346. 

Pnce,  Based  on  Room  10  Feet  10  Inches  High  (Not  Inclnding  Cornice),  89,00  per  square. 
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ART  NOUVEAU 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


No.  650.  Ceiling  Plate.  24x48  in. 

also  made  24x96  in. 
or  24x24  in. 

$8.00  per  square. 


No.  654.  Ceiling  Plate. 


w 

j 

No.  652.  Outer  Corner.  20x20  in. 
$9.00  per  square. 


No.  651.  Border. 


20x48  in. 


$9.00  per  square. 


24x48  in. 
also  made  24x96  in. 
or  24x24  in. 

$8.00  per  square. 


No.  653.  Inner  Corner.  24x24  in. 
$9.00  per  square. 


Ilfell 


No.  655.  Ceiling  Plate.  24x48  in. 

also  made  24x96  in. 
$7.00  per  square.  or  24x24  in. 


No.  658.  Cove.  Coved  to  18  in.  radius-  30  in.  Girt.  48  in.  long. 

25  cts.  per  foot. 


WHEELING  CORRUGATING  COMPANY. 
WHEELING.  W.  VA. 


ART  NOUVEAU. 


No.  666.  Wall  Plate.  24x48  in.  No.  665.  Wall  Plate.  24x48  in 

also  made  24x96  in.  also  made  24x96  in. 

$9.00  per  square.  $9.00  per  square. 


No.  660.  Cove  Cornice.  10  in.  projection.  10  in.  deep.  48  in.  long. 

17  cts.  per  foot. 


No.  668.  Wainscot  Rail. 


10  cts.  per  foot. 


J 

12x48  in. 


) 

< 

8x48  in. 


No.  661.  Mold. 


8 cts.  per  foot. 


No.  657.  Wainscot  Plate. 


No.  664.  Ell.  8x8  in. 
8 cts.  each. 


$9.00  per  square. 


24x52  in. 
also  made  24x104  in. 
or  24x26  in. 


No.  656.  Wainscot  Plate.  14x24  in. 
$9.00  per  sqare. 
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ART  NOUVEAU. 


WHEELING  CORRUGATING  COMPANY. 

WHEELING,  W.  VA. 


Design  No.  1249. 


Composed  of  Cornice  660,  Filler  263,  Border  651,  Field  650. 

Price,  Based  on  Room  15x20  1*  eet,  $8.95  per  square.  Room  15x20  Feet  Requires  about  3.80  squares  of  Material. 
“ “ “ 20x40  " 8.65  “ “ “ 20x40  “ “ “ 9.10 

“ " “ 25x60  “ 8.45  “ “ “ 25x60  “ “ “ 16.55 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


ART  NOUVEAU. 
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Design  No.  1257.  Composed  of  Cove  658,  Mold,  661,  Field  654. 

Price,  Based  on  Room  15x20  Feet,  $9.35  per  square.  Room  15x20  Feet  Requires  about  4.05  squares  of  Material. 
“ “ “ “ 20x40  “ 8.95  " “ “ 20x40  “ “ " 9.60  “ 

“ “ “ “ 25x60  “ 8.80  “ “ “ 25x60  “ " " 17.25 
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ART  NOUVEAU. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


Design  No.  1164. 


Composed  of  Cornice  660,  Wall  Plate  665.  Rail  668,  Wainscot  762. 

Price,  Based  on  Room  12  Feet  3 Inches  High  (Not  Including  Cornice)  $9.10  per  square 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


MODERN. 


383.  Outer  Corner.  24x24  in. 
$8.00  per  square. 


No.  384.  Border.  24x24  in. 

$8.00  per  sepia  re. 


No.  394.  Cove.  Coved  to  12  in.  radius.  24  in.  Girt.  48  in.  long. 
20  cts.  per  foot. 


No.  327.  Corner.  24x24  in. 

$8.00  per  square. 


No.  328.  Border.  24x24  in. 

$8.00  per  square. 


■rar  ii 


No.  397.  Wall  Plate.  24x48  in. 
also  made  24x96  in. 

$8.00  per  square. 


No.  385.  Ceiling  Plate.  24x24  in. 
$8.00  per  sepia  re. 


No.  387.  Wainscot  Plate.  24x32  in. 
$8.00  per  square. 


70 


MODERN. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


i / » *\  • ^ */ » > y.  ‘/  * .» - 


No.  393.  Wainscot  Rail. 


8 cts.  per  foot. 


Stair  Wainscot. 

Composed  of  Rail  393,  Plates  388, 
Mold  290. 


in. 


No.  388.  Stair  Wainscot.  12x48  in, 
§8.00  per  square. 


WHEELING  CORRUGATING  COMPANY. 
WHEELING,  W.  VA. 


MODERN. 


Design  No.  1216. 


Composed  of  Cove  394,  Mold  289,  Border  328,  Field  385. 
Price,  Based  on  Room  15x20  Feet,  £9.65  per  square.  Room  15x20  Feet  Requires  about 

“ " 20x40  “ 


20x40 

25x60 


9.15 

8.95 


25x60 


4.30  squares  of 
10.35 
17.75 


Material. 


72 


MODERN. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


Design  No.  1155. 


Composed  of  Cove  394,  Foot  Mold  393,  Wall  Plate  397,  Rail  393,  Wainscot  387 
nee,  Based  on  Room  11  Feet  6 Inches  High  (Not  Including  Cove  and  Foot  Mold)  $8,70  per  square. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  V/.  VA. 


PANELS. 
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No.  276.  Ceiling  Panel.  24  in.  deep.  18x18  in. 

also  made  18x36  in. 
$7.00  per  square. 


No.  224.  Ceiling  Panel  £4  in-  deep.  24x24  in. 
$9.00  per  square. 


No.  278.  Ceiling  Panel.  Yi  in.  deep.  24x48  in. 

also  made  24x96  in. 
$7.00  per  square.  or  24x24  in. 


No.  277.  Ceiling  Panel.  24  in.  deep.  18x24  in 

also  made  18x48  in. 
$7.00  per  square. 


No.  275.  Ceiling  Panel. 


24  in.  deep. 
$7.00  per  square. 


12x48  in. 
also  made  12x24  in. 


No.  274,  Ceiling  Panel.  24  in.  deep.  12x18  in. 

also  made  12x36  in. 
$7.00  per  square. 


/ 


\ 

) 

/ 


l 


No.  223.  Ceiling  Panel.  % in.  deep.  24x48  in. 

also  made  24x96  in. 
or  24x24  in. 


No.  273.  Ceiling  Panel. 


24  in.  deep. 


24x48  in. 
also  made  24x96  in. 
or  24x24  in. 
or  12x12  in. 


$9.00  per  square. 


$7.00  per  square. 


PANELS 
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WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


Design  No.  1217, 


Composed  of  Cornice  197,  Filler  255,  Mold  257,  Panels  273,  275,  278. 

Price,  Based  on  Room  15x20  Feet,  Si  65  per  square.  Room  15x20  Feet  requires  about  3.55  squares  of  Material. 

20x40  8-°5  " “ “ 20x40  " “ “ 8 80  

25x60  “ 7.80  «■  ••  “ 25x60  •«  ■«  «•  iJ5  « ..  .. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


PANELS, 
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Design  No.  1047. 


Composed  of  Cornice  221, 

Price,  Based  on  Room  15x20  Feet,  $9.15  per  square. 

“ “ 11  “ 20x40  44  9.10  “ 

« *•  ••  25x60  “ 9.05  ” 


Mold  and  Filler  574,  Panels  223. 

Room  15x20  Feet  Requires  about  4.00  squares  of  Material. 
“ 20x40  “ 44  44  9.40 

41  25x60  44  44  44  16.95  


76 


PANELS. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


Design  No.  1046.  Composed  of  Cornice  221,  Filler  and  Mold  574,  Border  224,  Mold  239,  Panels  223. 

Price,  Based  on  Room  15x20  Feet,  *9.20  per  square.  Room  15x20  Feet  Requires  about  4.00  squares  of  Material. 


20x40  “ 9.15 

25x60  " 9.10  “ 


20x40  “ 

25x60 


9.40 

16.95 


((  <4 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


PANELS. 
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Design  No.  1049.  Composed  of  Cornice  221,  Filler  and  Mold  574,  Border  223,  Mold  239,  Panels  224. 

Price,  Based  on  Room  15x20  Feet,  $9.20  per  square.  Room  15x20  Feet  Requires  about  4.00  squares  of  Material. 

“ “ “ “ 20x40  “ 9.15  “ •*  “ 20x40  " “ “ 9.40 

“ “ “ “ 25xG0  - 9.10  “ “ ■'  25x60  “ “ “ 16.95  


PANELS. 


No.  228.  Ceiling  Panel.  % in.  deep.  24x24  in. 
$7.50  per  square. 


No.  229.  Ceiling  Panel.  % in.  deep. 

§7.50  per  square. 


24x48  in. 


$7.50  per  square. 


WHEELING  CORRUGATING  COMPANY. 

WHEELING.  W.  VA. 


No.  431.  Ceiling  Panel  % in.  deep.  18x24  in. 
$7.50  per  square. 


No.  433.  Ceiling  Panel.  % in.  deep.  12x18  in. 
$7.50  per  square. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


PANELS. 
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No.  2028.  Composed  of  Center  824, 
Plate  435,  Panels  434. 


No.  2028.  Center. 


48x48  in. 


$2.18  each. 


Note-  Any  of  our  24x24  in.  Centers 
may  be  substituted  for  324 
if  so  specified. 


No.  434.  % in.  deep.  24x24  in. 

32  cts.  each. 


No.  435. 


5x29  in. 


10  cts.  each. 


80 


PANELS. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 
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Design  No.  1219.  Composed  of  Cornice  220,  Filler  219,  Mold  246,  Panels,  226,  227,  228. 

Price,  Based  on  Room  15x20  Feet,  $8.60  per  square.  Room  15x20  Feet  Requires  about  4.20  squares  of  Material. 
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20x40 

25x60 


8.25 

8.10 


20x40 

25x60 


9.95 

17.85 


WHEELING  CORRUGATING  COMPANY. 

WHEELING,  W.  VA. 


PANELS. 
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Design  No.  1218. 


Composed  of  Cornice  220,  Filler  219,  Mold  246,  Panels  226,  227,  228. 

Price,  Based  on  Room  20x40  Feet,  $8.45  per  square.  Room  20x40  Feel  Requires  about  9.95  squares  of  Material. 

25x60  8.25  “ " “ 25x60  " « ••  17.35 
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No.  284.  Ceiling  Panel.  1 in.  deep.  24\24  in. 
$8.00  per  square. 


PANELS. 


No.  281.  Ceiling  Panel.  1 in.  deep.  12x24  in. 

also  made  12x48  in. 
$8.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 
WHEEUNG.  W.  VA. 


No.  283.  Ceiling  Panel.  1 in.  deep.  18x24  in. 

also  made  18x48  in. 
$8.00  per  square. 


No.  285.  Ceiling  Panel.  1 in.  deep. 

$8.00  per  square. 


24x48  in. 


No.  282.  Ceiling  Panel.  1 in.  deep.  18x18  in. 
88.00  per  square. 


No.  279.  Ceiling  Panel.  1 in.  deep.  12x12  in. 

also  made  24x48  in. 
or  24x24  in. 


$8.00  per  square. 


No.  280.  Ceiling  Panel.  1 in.  deep.  12x18  in. 

also  made  12x36  in. 
$8.00  per  square. 
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WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


PANELS. 
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Design  No.  1220. 


Composed  of  Cove  176,  Foot  Mold  179,  Mold  246,  Panels  279,  281,  284. 

Price,  Based  on  Room  15x20  Feet,  $9.35  per  square.  Room  15x20  Feet  Requires  about  4.15  squares  of  Material. 
« “ " “ 20x40  “ 8.95  “ “ “ 20x40  " “ " 9.75 

„ ««  it  a 25x60  “ 8.80  " " “ 25x60  “ “ “ 16.70  “ 
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PANELS. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  V/.  VA. 


No.  308.  Ceiling  Panel.  IJ4  in.  deep.  24x24  in. 
$9.00  per  square. 


No.  307.  Ceiling  Panel.  1 % in.  deep.  12x24  in. 
$9.00  per  square. 


No.  440.  Ceiling  Panel.  1 in.  deep.  18x24  in. 
$9.00  per  square. 


No.  309.  Ceiling  Panel. 


1J4  in.  deep. 
$9.00  per  square. 


24x48  in. 


No.  441.  Ceiling  Panel.  1 yA  in.  deep.  18x18  in. 
$9.00  per  square. 


No.  306.  Ceiling  Panel.  1 14  in.  deep.  12x12  in. 
$9.00  per  square. 


No.  442.  Ceiling  Panel.  44  in.  deep.  12x18  in. 
$9.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


No.  310.  1%  in.  deep.  24x24  in. 

36  cts.  each. 


PANELS. 


No.  2019.  Center. 


$1  94  eacli 


48x48  in. 


Note— Any  of  our  24x24  in.  Centers 
may  he  substituted  for  324 
if  so  specified. 


No.  324.  Center.  1%  in.  drop.  24x24  in. 
50  cts.  each. 
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PANELS, 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 
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Design  No.  1252.  Composed  of  Cornice  197,  Filler  and  Mold  574,  Border  Panels  306,  307,  308. 

Price,  Based  on  Room  15x20  Feet,  $9.30  per  square.  Room  15x20  Feet  Requires  about  3.50  squares  of  Material. 

“ “ “ “ 20x40  “ 9.25  " “ " 20x40  " “ “ 8.80 

“ “ “ " 25x60  " 9.20  “ " “ 25x60  “ “ “ 15.55 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


PANELS 


Design  No.  1112. 


Composed  of  Cornice  301,  Mold  289,  Panels  308,  309,  310. 

Price,  Based  on  Room  15x20  Feet,  $9.30  per  square.  Room  15x20  Feet  Requires  about  3.60  squares  of  Material. 
*<  <«  » " 20x40  " 9.25  “ “ " 20x40  " “ “ 8.95 

<«  » » « 25x60  “ 9.20  “ “ " 25x60  “ “ “ 16.35 
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MISCELLANEOUS 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


No.  142.  Ceiling  Plate.  24x48  in. 

also  made  24x98  in. 
$7.00  per  square.  or  24x24  in. 


No.  162.  Ceiling  Plate.  24x48  in. 

also  made  24x96  in. 
$7.00  per  square.  or  24x24  in. 


No.  254.  Ceiling  Plate.  24x48  in. 

also  made  24x96  in. 
$7.00  per  square.  or  24x24  in. 


No.  146.  Ceiling  Plate.  24x48  in. 

also  made  24x96  in. 
$7.00  per  square.  or  24x24  in. 


No.  177.  Ceiling  Plate.  24x48  in. 

also  made  24x96  in. 
$7.00  per  square.  or  24x24  in. 
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No.  184.  Ceiling  Plate.  24x48  in. 

also  made  24x96  in. 
S7.00  per  square.  or  24x24  in. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


MISCELLANEOUS. 


No.  200.  Ceiling  Plate.  24x24  in. 
$7.00  per  square. 


No.  256.  Ceiling  Plate.  % in.  deep.  24x24  in. 
$9.00  per  square. 


No.  203  Border.  24x43  in. 

also  made  24x'.)6  in. 
$7.00  per  square.  or  24x24  in. 


No.  189.  Frieze  or  Border.  24x48  in. 

also  made  24x96  in. 
$7.00  per  square.  or  24x24  in. 


No.  268  Ceiling  Plate.  24x48  in. 

also  made  24x96  in. 
$7.00  per  square.  or  24x24  in. 


No.  188,  Outer  Corner.  24x24  in. 
$7.00  per  square. 
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No.  187.  Wall  Plate.  24x48  in. 

also  made  24x96  in. 
$7.00  per  square. 
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MISCELLANEOUS. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  V/.  VA. 


No.  206.  Ceiling  Plate.  24x48  in. 

also  made  24x96  in. 
$8.00  per  square.  or  24x24  in. 


No.  207.  Ceiling  Plate.  24x48  in. 

also  made  24x96  in. 
$8.00  per  square.  or  24x24  in. 


No.  267.  Ceiling  Plate.  24x48  in. 

also  made  24x96  in. 
$8.00  per  square.  or  24x24  in. 


No.  209.  Ceiling  Plate.  24x24  in. 
$8.00  per  square. 


No.  199.  Ceiling  Plate. 


24x48  in. 
also  made  24x96  in. 

$7.00  per  square.  or  24x24  in. 

Owing  to  the  large  bead  on  this  plate  it  should  not  be  used  in  combination  with  any  other  plate. 


No.  208.  Ceiling  Plate.  \%  in.  deep.  24x24  in. 
$9.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


MISCELLANEOUS. 


91 


No.  204.  Outer  Corner.  24x24  in. 
$8.00  per  square. 


No.  205.  Border. 


$8.00  per  square. 


24x48  in. 
also  made  24x00  in. 
or  24x24  in. 


No.  380.  Inner  Corner.  24x24  in. 
$8.00  per  square. 


No.  670.  Ceiling  and  Wall  Plate.  Stock  size  24x06  in. 


No.  802.  Ceiling  Plate.  24x48  in- 

also  made  24x96  in. 


No.  680.  Ceiling  Plate.  24x48  in* 

also  made  24x96  in. 

$8.00  per  square.  or  24x24  in. 


$7.00  per  square. 


minimum 
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MISCELLANEOUS, 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


Design  No,  1030. 


Price,  Based  HI  *16’  M°ld  169’  Border  **  Comer  180,  Field  208. 

“ 20x40  ’ Vsft  P- r S<lllfre‘  R°°m  15x20  FeCt  Recluires  about  4-70  squares  of  Material. 

^Ux40  9.50  " " 20x40  " «•  - i0  98  •< 

25x60  " 9.45  “ “ “ 25x60  iS.65  “ 


WHEELING  CORRUGATING  COMPANY,  MISCELLANEOUS. 

WHEELING.  W.  VA. 
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Design  No.  1032. 


Composed  of  Foot  Mold  182,  Cove  215,  Mold  169,  Border  208,  Corner  180,  Field  208,  209. 

Price,  Based  on  Room  15x20  Feet,  $9.75  per  square.  Room  15x20  Feet  Requires  about  4.70  squares  of  Material. 
■■  ’ “ “ " 20x40  " 9.40  “ “ “ 20x40  “ “ " 10.98 

..  *.  ••  ••  25x60  “ 9.25  “ “ “ 25x60  " “ " 18-65  “ 


i 
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MISCELLANEOUS. 


WHEELING  CORRUGATING  COMPANY. 

WHEELING,  W.  VA. 
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Design  No.  1227. 


Composed  of  Cornice  292,  Filler  and  Mold  574,  Border  271,  Mold  241,  Field  256. 
rice,  ase  on  Room  15x20  Feet,  $9.55  per  square.  Room  15x20  Feet  Requires  about  3.60  squares  of  Material. 

25x60  “ " “ : 25x60  “ “ ::  !630  " I !! 
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WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


MISCELLANEOUS 


Design  No.  1225.  Composed  of  Cornice  292,  Filler  and  Mold  574,  Border  205,  Mold  241,  Field  204. 

Price,  Based  on  Room  20x40  Feet,  $8.80  per  square.  Room  20x40  Feet  Requires  about  8.90  squares  of  Material. 

“ " “ “ 25x60  « 8.60  “ “ “ 25x60  “ " “ 16.25 
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MISCELLANEOUS. 


WHEELING  CORRUGATING  COMPANY. 

WHEELING,  W.  VA. 


ESammsm*. 


Design  No.  1226. 


Price, 


Composed  of  Cornice  801,  Filler  219,  Mold_265,  Border  256,  Mold  257,  Field  268,  Center  267. 


Based  on  Room  15x20  Feet,  89.20  per  square. 

“ " " 20x40  " 8.60  “ 

“ " " 25x60  “ 8.25  " “ 


Room  15x20  Feet  Requires  about  3.60  squares  of  Material. 
“ 20x40  " 11  " 8.90 

" 25x60  “ “ " 16.30  " “ 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


MISCELLANEOUS. 


Design  No.  1232.  Composed  of  Cornice  197,  Filler  and  Mold  574,  Field  267. 

Price,  Based  on  Room  15x20  Feet,  $8.65  per  square.  Room  15x20  Feet  Requires  about  3.50  squares  of  Material. 

“ “ “ “ 20x40  “ 8.45  “ “ “ 20x40  " “ “ 8.75 

" “ “ “ 25x60  “ 8.30  “ " 25x60  “ “ " 16.00  “ " 
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MISCELLANEOUS, 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


. • 
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Design  No.  12:34. 


Price, 


Composed  of  Cornice  470, 
Based  on  Room  15x20  Feet,  $8.95  per  square. 

“ “ " 20x40  “ 8.60  “ 

" “ “ 25x60  “ 8.50  “ 


Filler  499,  Mold  461,  Field  680. 

Room  15x20  Feet  Requires  about  3.60  squares  of 
“ 20x40  **  “ « 8.85 

" 25x60  “ " “ 16.35 


Material. 


WHEELING  CORRUGATING  COMPANY. 
WHEELING.  W.  VA. 


MISCELLANEOUS, 


99 


) 

V 


§i 

35 

& 

mm 

s 

Design  No.  1233.  Composed  of  Cornice  292,  Filler  255,  Mold  241,  Border  204,  205,  Field  206. 

Price,  Based  on  Room  15x20  Feet,  $9.20  per  square.  Room  15x20  Feet  Requires  about  3.55  squares  of  Material. 
“ “ « " 20x40  “ 8.85  “ " " 20x40  " “ “ 8.90 

“ “ “ '*  25x60  “ 8.65  “ “ “ 25x60  " “ 16.25  “ 
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MISCELLANEOUS, 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  V/.  VA. 


Composed  of  Cornice  301,  Filler  263,  Border  316,  Field  206. 


Price,  Based  on  Room  15x20  Feet,  $8.65  per  square.  Room  15x20  Feet  Requires  about  3.55  squares  of  Material. 
“ 20x40  " 8.35  “ *•  " 20x40  " *•  ••  S.90 

25x60  " 8.25  “ “ “ 25x60  “ " « 16.40 


WHEELING  CORRUGATING  COMPANY 
WHEELING.  W.  VA. 
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Design  No.  1260.  Composed  of  Cornice  292,  Filler  255,  Mold  230,  Field  207. 

Price,  Based  on  Room  15x20  Feet,  $9.25  per  square.  Room  15x20  Feet  Requires  about  3.60  squares  of  Material. 
“ " “ “ 20x40  “ 8.90  “ " “ 20x40  “ “ " 9.00 

“ “ “ “ 25x60  “ 8.70  “ “ “ 25x60  “ “ “ 16.30 
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WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 
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Design  No.  1230. 


Composed  of  Cornice  197, 

Price,  Based  on  Room  15x20  Feet,  18.05  per  square. 

“ " “ “ 20x40  " 7.70  “ 

“ “ “ “ 25x60  “ 7.55  “ 


Filler  and  Mold  574,  Field  199. 

Room  15x20  Feet  Requires  about  3.50  squares  of  Material. 
“ 20x40  “ “ “ 8.65 

" 25x60  “ “ *•  16,00  “ “ <« 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


MISCELLANEOUS, 
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Design  No.  1231. 


Composed  of  Cornice  197,  Filler  and  Mold  574,  Border  203,  Field  254. 

Price,  Based  on  Room  15x20  Feet,  $8.05  per  square.  Room  15x20  Feet  Requires  about  3.55  squares  of  Material. 
“ “ “ “ 20x40  “ 7.70  “ “ “ 20x40  “ “ 8.80 

“ “ " “ 25x60  “ 7.55  “ " “ 25x60  “ “ 16.10  “ “ 
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MISCELLANEOUS. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


Design  No.  1100. 


Composed  of  Cornice  19' 


Filler  and  Mold  574,  Border  203,  Field  184, 
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Price,  Based  on  Room  15x20  Feet,  $8.05  per  square. 
“ “ " “ 20x40  “ 7.70  •« 

“ " “ 25x60  " 7.55  « 


Room  15x20  Feet  Requires  about  3.55  squares  of  Material. 
“ 20x40  “ “ *«  8.80  “ « 

" 25x60  “ “ “ 16.10  “ “ « 


WHEELING  CORRUGATING  COMPANY , 
WHEELING,  W.  VA. 


MISCELLANEOUS, 
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Design  No.  1259.  Composed  of  Cove  672,  Mold  816,  Field  802. 

Price,  Based  on  Room  15x20  Feet,  $9.00  per  square.  Room  15x20  Feet  Requires  about  4.00  squares  of  Material. 
" “ “ " 20x40  “ 8.45  “ “ “ 20x40  " “ " 8.45 

“ “ " “ 25x60  “ 8.15  “ " " 25x60  “ " " 17.00 


MISCELLANEOUS, 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 
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Design  No.  1236 


Composed  of  Cornice  197,  Filler  and  Mold  674,  Border  203,  Field  162. 

Price,  Based  on  Room  15x20  Feet,  $8.05  per  square.  Room  15x20  Requires  about  3.55  squares  of  Material 
20x40  “ 7.70  " “ «<  20x40  " » 8.80  " “ 

25x60  “ 7.55  " " “ 25x60  “ “ 16.10  “ " 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


MISCELLANEOUS. 
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Design  No.  1235.  Composed  of  Cove  176,  Foot  Mold  179,  Mold  169,  Border  203,  Field  162. 

Price,  Based  on  Room  15x20  Feet,  $9.15  per  square.  Room  15x20  Feet  Requires  about  3.95  squares  of  Material. 
“ » « " 20x40  " 8,45  “ “ “ 20x40  " “ “ 9.75 

“ “ “ « 25x60  “ 8.20  “ “ “ 25x60  " “ “ 16.90 
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MISCELLANEOUS. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  V/.  VA. 
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Design  No.  1237. 


Composed  of  Cornice  197,  Filler  and  Mold  574,  Border  203,  Field  146. 

Price,  Based  on  Room  15x20  Feet,  $8.05  per  square.  Room  15x20  Feet  Requires  about  3.55  squares  of  Material 

20^40  “ 7.70  » •'  ••  20x40  «•  ■«  “ 8.S0  •• 

25x60  “ 7.55  " “ •«  25x60  “ ••  •«  16.10  


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


MISCELLANEOUS. 
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Design  No.  1157. 


Composed  of  Cornice  197,  Frieze  198,  Wall  Plate  187,  Rail  265,  Wainscot  214. 

Price,  Based  on  Room  12  Feet  6 Inches  high  (Not  Including  Cornice)  $7,90  per  square. 


no 


MISCELLANEOUS. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


Composed  of  Cornice  Mold  293,  Field  670. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


MISCELLANEOUS. 


in 


Design  No.  1165. 


Composed  of  Cornice  354,  Wall  Plate  670,  Rail  353,  Wainscot  387. 


112 


CENTERS. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


No.  326.  Center.  9 in.  diam. 
25  cts.  each. 


j 


No.  325.  Center.  22  in.  diam. 
45  cts.  each. 


No.  1804.  Zinc  Center.  1934  *n-  diam. 
$2.00  each. 


No.  1865.  Zinc  Center.  28  in.  diam. 
$4.50  each. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


CENTERS. 
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No.  180.  Center.  2 % in.  drop.  24x24  in. 
50  cts.  each. 


l 

No.  324.  Center.  1%  in  drop.  24x24  in. 
50  cts.  each. 


No.  181.  Center.  3%  in.  drop.  24x24  in. 
60  cts.  each. 


No.  487.  Center.  2 yz  in.  drop.  24x24  in. 
60  cts.  each. 


No.  386.  Center.  1^4  in.  drop.  24x24  in. 
50  cts.  each. 


No.  1012.  Zinc  Ventilating  Center.  36x36  in. 

$12.00  each. 


No.  400.  Center.  in.  drop.  24x24  in. 
60  cts.  each. 


No.  1013.  Zinc  Ventilating  Center.  24x24  in. 
$7.00  each. 


)i4 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


No.  253.  Center.  in.  drop.  48x48  in. 
$3.00  each. 


No.  2012.  Zinc  Ventilating  Center.  48x48  in. 
$13.24  each. 


No.  2013.  Zinc  Ventilating  Center.  48x48  in. 
$8.20  each. 


No.  2022.  Center.  48x48  in. 

$1.70  each. 


No.  2023.  Center.  48x48  in. 

$1.94  each. 


No.  2010.  Center.  48x48  in. 

$1.82  each. 


No.  2003.  Center.  48x48  in. 

$1.94  each. 


No.  2010.  Center.  48x48  in. 

$1.80  each. 


No.  2018.  Center.  48x48  in. 

$1.94  each. 


WHEELING  CORRUGATING  COMPANY. 
WHEELING.  W.  VA. 


BORDERS. 
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No.  323.  Corner.  6x6  in. 
3 cts.  each. 


No.  310.  Border. 


5 cts.  per  foot. 


6x48  in. 


No.  340.  Corner.  6x6  in. 
3 cts.  each. 


No.  446.  Corner.  12x12  in. 
88.00  per  square. 


No.  445.  Corner.  24x24  in. 

32  cts.  each. 


> ®rsi 


No.  318.  n Border. 


$8.00  per  square. 


12x48  in. 
also  made  12x24  in. 


No.  317.  Border.  18x48  in. 

also  made  18x24  in. 

$8.00  per  square. 


No.  322.  Corner.  18x18  in. 
22  cts.  each. 


No.  321.  Corner.  18x18  in. 
$8.00  per  square. 


No.  316.  Border. 


24x48  in. 
also  made  24  x96  in. 
or  24x24  in. 


No.  320.  Corner.  24x24  in. 

$8.00  per  square. 


S8.00_'per  square. 
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BORDERS  AND  FILLERS, 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


No.  175.  Border. 


24x48  in. 

57.00  per  square.  also  made  24x96  in. 


No.  255.  Filler. 


24x48  in. 

S7.00  per  square.  also  made  24x96  in. 


No.  263.  Filler.  ‘24x48  in 

also  made‘24x96  in. 


No.  216.  Border  and  Filler.  24x48  in. 

$7.00  per  square.  also  made  24x96  in. 
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No.  219.  Filler. 


24x48  in. 

$7.00  per  square.  also  made  24x96  in. 


No.  444.  Filler. 


24x48  in. 
also  made  24x96  in. 


$7.00  per  square. 


$7.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


BORDERS  AND  FILLERS. 
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No.  806.  Border  and  Filler.  $8.00  per  square. 


24x48  in. 
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No.  808.  Filler.  24x48  in. 

$7.00  per  square.  also  made  24x96  in. 


No.  633.  Border  and  Filler.  24x48  in. 

$7.00  per  square.  also  made  24x96  in. 

In  ordering  specify  with  or  without  border. 


No.  574.  Filler.  $7.00  per  square.  24x48  in. 


No.  809.  Filler. 


$7.00  per  square. 


24x48  in. 
also  made  24x96  in. 
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No.  810.  Tiling.  24x48  in. 

$7.00  per  square.  also  made  24x96  in. 
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CORNICES. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


No.  488.  Cornice.  7 in.  projection.  16  in.  deep.  48  in.  long. 

20  cts.  per  foot. 


No.  349.  Cornice.  9^  in.  projection.  15  in.  deep.  48  in.  long. 

20  cts.  per  foot. 


No.  220.  Cornice.  8%  in.  projection.  14  in.  deep.  48  in.  long. 

20  cts.  per  foot. 


No.  660.  Cove  Cornice.  10  in.  projection.  10  in.  deep.  48  in.  long. 

17  cts.  per  foot. 


No.  555.  Cornice.  11  in.  projection.  9 in.  deep.  48  in.  long. 

20  cts.  per  foot. 


No.  556.  Cove  Cornice.  9 in.  projection.  12  in.  deep.  48  in.  long. 

20  cts.  per  foot. 


No.  676.  Extension  for  675. 

5 cts.  per  foot. 


5x48  in. 


No.  675.  Cornice.  12  in.  projection.  16  in.  deep.  48  in.  long. 

28  cts.  per  foot. 

Adding  No.  676  at  top,  as  indicated  by  dotted  line, 
gives  about  15  in.  projection,  19  in.  deep. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  V/.  VA. 


CORNICES. 


no 


No.  221.  Cornice.  7J|  in.  projection.  10  in.  deep.  48  in.  long. 

16  cts.  per  foot. 


No.  619.  Cornice.  7 y2  in.  projection.  6 in.  deep.  48  in.  long. 

14  cts.  per  foot. 


No.  222.  Cornice.  6 y2  in.  projection.  7J£  in.  deep.  48  in.  long. 

14  cts.  per  foot. 


No.  411.  Cornice.  8^  in.  projection.  12}£  in.  deep.  48  in.  long. 

14  cts.  per  foot. 


No.  585.  Cornice.  6 in.  projection.  9 in.  deep.  48  in.  long. 

15  cts.  per  foot. 


Mo.  761.  Cornice. 

6 in.  projection.  9 in.  deep. 

15  cts.  per  foot. 

48  in.  long. 

j 
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No.  671.  Cornice. 

6 in.  projection.  5J4  in.  deep. 

12  cts.  per  foot. 

48  in.  long. 

No,  168.  Frieze. 


$8.00  per  square. 


12x48  in. 
also  made  12x96  in. 


CORNICES. 


WHEELING  CORRUGATING  COMPANY. 
WHEELING.  W.  VA. 
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No.  469.  Cornice.  4 in.  projection.  9 in.  deep.  48  in.  long. 

12  cts.  per  foot. 


No.  470.  Cornice. 


3 in.  projection.  7 in.  deep.  48  in.  long. 
10  cts.  per  foot. 


No.  196.  Composed  of  Cornice  197,  Frieze  198.  4%  in.  projection.  14  in.  deep. 

17  cts.  per  foot. 


mm 


; vf ' ' yY  V i vi  if  s v / ^ m* 

t v&iv  

\\\\\\\\\\\\\\\\\\\\\\\\^^^  y 

No.  198.  Frieze.  9x48  in. 


7 cts.  per  foot. 


No.  292.  Cornice. 


in.  projection.  hy2  in.  deep.  48  in.  long. 
12  cts.  per  foot. 


No.  299.  Cornice.  4 in.  projection.  5 in.  deep.  48  in.  long. 

11  cts.  per  foot. 


No.  720.  Cornice.  5 in.  projection,  6 in.  deep.  48  in.  long. 

11  cts.  per  foot. 


No.  197.  Cornice. 


434  >n.  projection.  5 in.  deep.  48  in.  long. 
10  cts.  per  foot. 


No.  301.  Cornice.  4 in.  projection.  6 in.  deep.  48  in.  long. 

10  cts.  per  foot. 


No.  266.  Cornice.  3 in.  projection.  7 in.  deep.  48  in.  long. 

9 cts.  per  foot. 


No.  354.  Cornice.  4 in.  projection.  4 y2  in.  deep.  48  in.  long. 

8 cts.  per  foot. 


WHEELING  CORRUGATING  COMPANY. 
WHEELING,  W.  VA. 


No.  672.  Cove.  Coved  to  18  in.  radius.  30  in.  girt.  48  in.  long. 

25  cts.  per  foot. 


No.  176.  Cove.  Coved  to  12  in.  radius.  24  in.  girt.  48  in.  long. 

20  cts.  per  foot.  also  made  96  in.  “ 


No.  215.  Cove.  Coved  to  18  in.  radius.  32  in.  girt.  Composed  of_2  plates-214. 

24  cts.  per  foot. 

No.  214.  Flat.  $9.00  per  square. 


COVES. 


12! 


No.  658.  Cove.  Coved  to  18  in.  radius.  30  in.  girt.  48  in.  long. 

25  cts.  per  foot. 


"j 


Hi 


No.  217.  Cove.  Coved  to  12  in.  radius.  24  in.  girt.  48  in.  long. 

20  cts.  per  foot.  also  made  96  in.  “ 


No.  492.  Cove.  Coved  to  12  in.  radius.  24  in.  girt.  48  in.  long. 

20  cts.  per  foot.  also  made  96  in.  “ 
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BEAM  COVERS 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


No.  2062.  Ream  Cover  and  Wall  Finish. 

Beam  Cover  44  cts.  per  lineal  foot. 

Wall  Finish  2*2  " “ 


No.  2063.  Beam  Cover  and  Wall  Finish. 

Beam  Cover  42  cts.  per  lineal  foot. 

Wall  Finish  23  “ “ 


No.  2065. 


Beam  Cover  and  Wall  Finish. 
Beam  Cover  34  cts.  per  lineal  foot. 

Wall  Finish  16  " “ “ “ 


No.  2066.  Beam  Cover  and  Wall  Finish 

Beam  Cover  70  cts.  per  lineal  foot. 

Wall  Finish  40  “ “ “ " 


No.  2067. 


Beam  Cover  and  Wall  Finish. 
Beam  Cover  75  cts,  per  lineal  foot. 

Wall  Finish  37  “ “ « 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


BEAM  COVERS 
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No.  2070.  Beam  Cover  and  Wall  Finish 

Beam  Cover,  74  cts.  per  lineal  foot. 

Wall  Finish,  56  “ “ 


No.  2071.  Beam  Cover  and  Wall  Finish. 

Beam  Cover,  HO  cts.  per  lineal  foot. 

Wall  Finish,  60  “ " " “ 


No.  2072.  Beam  Cover  and  Wall  Finish. 


Beam  Cover,  46  cts.  per  lineal  foot. 
Wall  Finish,  49  « « « « 
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MOLDINGS, 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


,];V'  )> 


No.  169.  Mold. 


\%  in.  deep. 
10  cts.  per  foot. 


12x48  in. 


No.|192.  Mold. 


2%  in.  deep. 
12Jcts.  per^foot. 


12x48  in. 


No.  170.  Cross. 
13  cts.  each. 


No.  171.  Tee. 
13  cts.  each. 


No.  172.  Ell. 

13  cts.  each. 


No.  193.  Cross. 
15  cts.  each. 


No.  194.  Tee. 

15  cts.  each 


No.  195.  Ell. 
15  cts.  each. 


No.  677.  End  Cap. 
15  cts.  each. 


No.  241.  Mold  114  in.  deep. 

11  cts.  per  foot. 


12x48  in. 


No.  246.  Mold.  1 34  in.  deep.  12x48  in. 

9 cts.  per  foot. 


No.  242.  Cross. 
14  cts.  each 


No.  243.  Tee. 
14  cts.  each. 


k 


No.  244.  Ell. 

14  cts,  each. 


No.  678.  End  Cap. 
14  cts.  each. 


No.  247.  Cross. 
12  cts.  each. 


No.  249.  Ell. 
12  cts.  each. 


No.  679.  End  Cap. 
12  cts.  each. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


MOLDINGS 
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No.  234.  Mold. 


9 cts.  per  foot. 


9x48  in. 


No.  235.  Cross. 


No.  236.  Tee.  No.  237.  Ell. 

8 cts.  each. 


No.  230.  Mold. 


7 cis.  per  foot. 


6x48  in. 


.r_r  » 
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No.  231.  Cross. 


No.  232.  Tee. 
6 cts.  each. 


No.  233.  El). 


No.  863.  Mold. 


7 cts.  per  foot. 


6x48*in. 


No.  864.  Cross.  No.  865.  Tee  No.  866.  Ell. 

15  cts.  each. 


No.  260.  Ell.  18x18  in. 
25  cis.  each. 


No.  824.  Mold. 


7 cts.  per  foot. 


6x48  in. 


No.  825.  Cross. 


No.  826.  l ee. 
15  cts.  each. 


No.  827.  Ell. 
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MOLDINGS. 


No.  287.  Mold. 


6x48  in. 


6 cts.  per  foot. 


No.  820.  Mold. 

7 cts.  per  foot. 


7x48  in. 


No.  816.  Mold. 


7 cts.  per  foot. 


6x48  in. 
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No.  843.  Mold. 


3x48  in. 


4 cts.  per  foot. 


No.  860.  Mold. 


5 cts.  per  foot. 


3x48  in. 


No.  861.  Mold  2x48  in, 

4 cts.  per  foot. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


No.  286.  Mold. 

6 cts.  per  foot. 


6x48  in. 


No.  239.  Mold. 


5 cts.  per  foot. 


6x48  in. 


No.  780.  Mold. 


7 cts.  per  foot. 


6x48  in. 
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No.  839.  Mold.  3x48  in. 

4 cts.  per  foot. 


No.  238.  Mold. 


6 cts.  per  foot. 


4x48  in. 


No.  862.  Mold. 

4 cts.  per  foot. 


WHEELING  CORRUGATING  COMPANY. 
WHEELING.  W.  VA. 


MOLDINGS. 
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No.  289.  Mold. 


4 els.  per  foot. 


8x48  in. 


W’fWWWWVWW 


No.  848.  Mold. 


3x48  in. 


4 cts.  per  foot. 


No.  288.  Mold.  1 % in.  deep. 

5 cts.  per  foot. 


3x48  in. 


No.  265.  Mold. 


4 cts.  per  foot. 


3j>£x48  in. 


No.  290.  Mold.  2x48  in. 

4 cts.  per  foot. 


No.  291.  Mold. 

3 cts.  per  foot. 


1x48  in. 


No.  295.  Mold. 


3 cts.  per  foot. 


fox48  in. 


No.  302.  Beam  Mold.  2^  in.  deep. 

10  cts.  per  foot. 


6x48  in. 


No.  303.  Cross. 


No.  304.  Tee. 
15  cts.  each. 


No.  305.  Ell. 


No.  312,  Beam  Mold.  4^  in.  deep.  6x48  in. 

12  cts.  per  foot. 


M 

' "A 

No.  313.  Cross. 

No.  314.  Tee. 

16  cts.  each. 

No.  315,  Ell 
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MOLDINGS. 


WHEELING  CORRUGATING  COMPANY. 

WHEELING.  W.  VA. 


No.  828.  Beam  Mold. 


8 in.  deep. 

10  cts.  per  foot. 


6x48  in. 


No.  832.  Beam  Mold. 


1^2  >n-  deep. 
5 cts.  per  foot. 


3x48  in. 


No.  491.  Nosing.  6%  in.  girth. 

8 cts.  per  foot. 


48  in.  long. 
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No.  296.  Nosing. 


6 in.  girth. 

8 cts.  per  foot. 


48  in.  long. 


297.  Paneled  Beam  Facing.  6x48  in 

7 cts.  per  foot. 


No.  298.  Paneled  Beam  Facing. 

7 cts.  per  foot. 


6x48  in. 


No.  565.  Nosing. 


12  in.  girth. 

11  cts.”per  foot. 


48  in.  long. 


No.  311.  Nosing.  % in.  bead.  1 in.  aprons.  48  in.  long.  A B 

3 cts.  per  foot. 


VV  r /<> ) 
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No.  847.  Foot  Mold. 


1 Yz  in.  projection.  2 in.  deep. 

5 cts.  per  foot. 


48  in.  long. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


MOLDINGS. 
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No.  381.  Foot  Mold. 

A,  8 cts.  per  loot.  B,  9 cts.  per  foot. 


(3x48  in.  A 


B 


No.  191.  Foot  Mold.  654x48  in. 

6 cts.  per  foot. 


No.  218.  Picture  Mold. 


5 cts.  per  foot. 


2x48  in. 


293  Cornice  Mold.  2 in.  projection.  3 in.  deep.  48  in.  long. 

6 cts.  per  foot. 


No.  261.  Cornice  Mold.  2y  in.  projection.  4y  in.  deep.  48  in.  long. 

6 cts.  per  foot, 


!<<<<<  < < < < < < < < <<<<■<■<_.< 


No.  179.  Foot  Mold. 


5 cts.  per  foot. 


4x48  in. 
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No.  269.  Cap  Mold. 


4 cts.  per  foot. 


3x48  in. 


No.  264.  Cornice  Mold.  2 y in.  projection.  3><S  in.  deep.  48  in.  long. 

5 cts.  per  foot. 


No.  836.  Cornice  Mold.  3 in.  projection.  3 in.  deep.  48  in.  I.ong. 

6 cts.  per  foot. 


No.  335.  Cornice  Mold.  iy  in.  projection.  2 in.  deep.  48  in.  long. 

4 cts.  per  foot. 
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No.  336.  Cornice  Mold.  \y2  in.  projection.  2 in.  deep.  48  in.  long. 

4 cts.  per  foot. 


No.  838.  Cornice  Mold.  \y2  in.  projection.  2 in  deep.  48  in.  long. 

4 cts.  per  foot. 


No.  338.  Cornice  Mold.  iy  in.  projection  2 y2  in.  deep  48  in.  long. 

4 cts.  per  foot. 


No.  337.  Cornice  Mold.  iy  in.  projection.  2%  in.  deep.  48  in.  long. 

4 cts.  per  foot. 
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WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


♦ ♦ * 


Note 


♦ ♦ ♦ 


TTENTION 

IS  CALLED  TO 
THE  DOUBLE 
BEAD  ON  THE 
CEILING  PLATES  ILLUS- 
TRATED IN  THE  FOLLOWING 
PAGES  AND  TO  THE  FACT 
THAT  THIS  BEAD  WILL  NOT 
WORK  TOGETHER  WITH 
THE  SINGLE  BEAD  OF  THE 
PLATES  SHOWN  IN  THE  PRE- 
CEDING PAGES.  :::::: 


«|  THE  TWO  THEREFORE 
SHOULD  NOT  BE  USED  IN 
COMBINATION.  :::::: 


Wheeling  Corrugating 
Company 

WHEELING,  : : : : W.  VA. 


Branch  Offices  and  Warehouses 


NEW  YORK  ....  47-51  Cliff  St. 
CHICAGO  ....  45.47  Lake  St. 

ST.  LOUIS  - - 112-116  S.  Eighth  St. 

PHILADELPHIA  - - 402-406  Race  St. 

BOSTON  ....  132-134  Pearl  St. 
CHATTANOOGA  ....  King  St. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


GOTHIC. 
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No.  583,  Ceiling  Plate.  24x24  in. 
S9.00  per  square. 


No,  584.  Ceiling  Plate. 

89.00  per  square. 


24x48  in.  No.  581.  Ceiling  Plate.  24x24  in, 

$8.00  per  square. 


No.  585.  Cornice.  6 in.  projection.  9 in.  deep.  48  in.  long. 

15  cts.  per  foot. 


No.  824.  Mold. 


7 cts.  per  foot. 


) 

6x48  in. 


No.  825.  Cross.  No.  826.  Tee.  No.  827.  Ell. 

10  cts.  each. 


No.  586.  Cove. 


Coved  to  12  in.  radius.  24  in.  girth. 
20  cts.  per  foot. 


48  in.  long. 
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GOTHIC. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


No.  588.  Center. 


$8.00  each. 


48x48  in. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


GOTHIC. 


Composed  of  Cove  586,  Foot  Mold  848,  Mold  824,  Field  581. 

Price,  Based  on  Room  15x20  Feet,  19.75  per  square.  Room  15x20  Feet  Requires  about  3.80  squares  of  Material 
20x40  “ 9.20  “ “ » 20x40  “ “ - 9 15 

25x60  “ 8.95  ;j‘  “ " 25x60  “ “ « 16.60 
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GOTHIC. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


Design  No.  6041. 


Price,  Based  on  Rootn  ^ ^ «* 

20x40  ' 9 50  P'  q”re-  R°°m  *“  Feet  Requires  about  «*  ^-res  of  Material. 

25x60  '•  9.50 gg£  .,  ! " 9-80  

25x60  “ “ 16.75 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


german  renaissance. 


No.  700.  Ceiling  Panel.  % in.  deep. 
24x24  in. 

$9.00  per  square. 


No.  704  Border  Plate. 


*.00  per  square. 


24x48  in. 


135 


No.  708.  Ceiling  Plate.  24x24  in. 
$9.00  per  square. 


No.  707.  Bonier  or  Frieze.  12x24  in.  No.  706.  Border  or  Frieze.  12xl8in 
20‘cts  each  15  cts.  each. 


No.  725.  Mold. 


6 cts.  per  foot 


6x48  in 


No.  705.  Corner.  12x12  in. 
10  cts.  each. 


No.  726.  Mold. 


6 cts.  per  foot. 


6x48  in. 


GERMAN  RENAISSANCE. 


No.  711.  Inner  Corner.  24x24  in. 


40  cts.  each. 


No.  711).  Border. 

12  cts.  each. 


6x24  in. 


No.  717.  Border.  6x12  in. 
6 cts.  each. 


No.  716.  Corner.  6x6  in. 
4 cts.  eacli. 


No.' 71 2.  Mold. 


^ 

,;n4K  in.  No.  713.  Cross. 


fm 


6 cts.  per  foot. 


No.  714.  Tee.  No.  715.  Ell. 
5 cts.  each. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


No.  709.  Wainscot  Plate.  24x33  in, 
$9.00  per  square. 


No.  720.  Cornice.  15  in.  projection,  6 in.  deep.  48  in.  long. 

11  cts.  per  foot. 


No.  721.  Border. 


10  cts.  per  foot. 


12x48  in. 


$3.00  each. 
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WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


GERMAN  RENAISSANCE. 


i&S  i$jf 


ilWtlLiXWSilkiM’ilU*.*  • e . l .r.l.  ii  Ul»  i t .1,  TTTi  i T ■ „ ^ , 


^t^±)^t.kAk.t>itk  t<  ,t  <i  K.tk.t  .*  .»  <ii  L. 


Design  No.  6015. 


Composed  of  Cornice  720,  Filler  633,  Mold,  «43,  Border  704,  Field  703. 


Price,  Based  on  Room  15x20  Feet,  9.45  per  square.  Room  15x20  Feet* Requires  about  3.65  squares  of  Material 
“ “ " 20x40  “ 9.40  “ “ ••  20x40  “ “ - 9.00  “ 

“ “ “ 25x60  “ 9.25  “ “ “ 25x60  “ “ ••  16.40  
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GERMAN  RENAISSANCE. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


• ' “ 1 


PI 


Design  No.  6014. 


Composed  of  Cornice  720,  Filler  683,  Mold  843,  Field  702,  703 

■<  e'  a,Sed  ? RT  15f  ° Fe,et'  *»•“  Pf  *1™™-  Room  15x20  Feet  Requires  about  3.65  squares  of  Material 

9-25  “ “ 20x40  " “ «■  9 05  - 

2ox60  “ 9.25  “ “ “ ‘25x60  “ - «. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


GERMAN  RENAISSANCE, 


.n«tv 


.-y-y 


twy 


Design  No.  6042. 


Price,  Based  on 


Composed  of  Cornice  720,  Filler  633,  Mold  816,  Panels  700. 

Room  15x20  Feet,  $9.60  per  square.  Room  15x20  Feet  Requires  about  3.60  squares  of  Material 
“ 20x40  “ 9.30  “ " " 20x40  “ “ “ 9.00 

“ 25x60  “ 9.30  “ “ “ 25x60  " “ “ 16-25 
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GERMAN  RENAISSANCE. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


- </■  */ 


innnru 


if'0yr*-rrynr 


WZEirm 


mmaaipirm. 


Design  No.  6057, 


Composed  of  Cornice  720,  Frieze  708,  Wall  Plate  187,  Rail  726,  Wainscot  709. 

Price,  Based  on  Room  11  Feet  8 Inches  High  (Not  Including  Cornice)  $8.30  per  square 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


ROCOCO. 
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No.  627.  Ceiling  Plate.  24x24  in. 
$8.50  per  square. 


No.  628.  Ceiling  Plate. 


$8.50  per  square. 


24x48  in. 


No.  631.  Ceiling  Plate.  18x24  in. 
$8.50  per  square. 


No.  626.  Ceiling  Plate.  12x24  in. 
$8.50  per  square. 


No.  625.  Ceiling  Plate.  12x12  in. 
$8,50  per  square. 


No.  630.  Ceiling  Plate.  18x18  in. 
$8.50  per  square 


No.  625.  Ceiling  Plate. 


No.  629.  Ceiling  Plate.  12x18  in. 
$8.50  per  square. 


$8.00  per  square. 


24x48  in. 
also  made  24x96  in. 
or  24x24  in. 
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ROCOCO. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


No.  632.  Frieze. 


$8.50  per  square. 


18x48  in. 


No.  633.  Filler.  24x48  in. 

$7.00  per  square. 


No.  639.  Border. 


24  cts.  each. 


6x48  in. 


No.  638.  Border.  6x24  in. 

12  cts.  each. 


No.  636.  Border.  6x12  in. 
6 cts.  each. 


No.  634.  Wainscot  Plate.  24x33  in. 
v $8.50  per  square. 


No.  637.  Border.  6x18  in. 
9 cts.  each. 


No.  635.  Corner.  6x6  in. 
4 cts.  each. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


ROCOCO 
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Design  No.  6043. 


Composed  of  Cornice  815, 

Price,  Based  on  Room  15x20  Feet,  $9.25  per  square. 

“ " “ " 20x40  " 8.85  “ “ 

’ “ « 25x60  " 8.65  " 


Filler  633,  Mold  843,  Field  625. 

Room  15x20  Feet  Requires  about  3.75  squares  of  Material. 

“ 20x40  “ “ » 9.15 

“ 25x60  “ « " 16.55  " " '• 
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ROCOCO 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


Design  No.  6044. 


Composed  of  Cornice  815,  Filler  633,  Mold  839,  Field  627,  631. 

Price,  Based  on  Room  15x20  Feet,  $9.50  per  square.  Room  15x20  Feet  Requires  about  3.85  squares  of  Material. 

20x40  “ 9.15  " " " 20x40  " “ " 9.35  ««  •«  *< 

" " " 25x60  " 9.05  " " 25x60  " " «•  16.80  " 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


EMPIRE. 
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No.  855.  Wall  Plate.  24x48  in. 

also  made  24x96  in. 
S9.00  per  square. 


No.  851.  Ceiling  Panel,  %in.deep.  24x24  in. 
89.00  per  square. 


No.  850.  Ceiling  Plate. 


S9.00  per  square. 


24x  48  in. 
also  made  24x24  in. 


No.  854.  Corner.  24x24  in. 

89.00  per  square. 


No.  852.  Border  Panel.  24x24  in.  No.  853.  Border  Panel  12x24 
$9.00  per  square.  $9.00  per  square. 


y- >.* 
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EMPIRE 


WHEELING  CORRUGATING  COMPANY. 

WHEELING,  W.  VA. 


Design*  No.  6046.  Composed  of  Cornice  619,  Filler  552,  Mold  540,  Field  850. 

Price,  Base  on  Room  15x20  Feet,  $9.85  per  square.  Room  15x20  Feet  Requires  about  3.70  squares  of  Material. 
“ “ “ 20x40  " 9.45  “ " “ 20x40  " " " 9.15 

“ “ “ 25x60  “ 9.45  “ “ “ 25x60  “ " " 16.60 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


EMPIRE 
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Design  No.  6045.  Composed  of  Cornice  619,  Filler  552,  Mold  540,  Border  852,  Field  851. 

Price,  Based  on  Room  15x20  Feel,  $9.85  per  square.  Room  15x20  Feet  Requires  about  3.70  squares  of  Material. 
“ “ “ “ 20x40  “ 9.50  “ “ " 20x40  “ “ “ 9.15 

“ “ “ “ 25x60  “ 9.45  “ “ “ 25x60  “ “ " 16.60 
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EMPIRE. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


b 5fc«5i»S5«  ews»  ^vvb  sit 


Design  No.  1163. 


Composed  of  Cornice  619,  Frieze  620,  Wall  Plate  855,  Rail  622,  Wainscot  624. 
Price,  Based  on  Room  12  Feet,  9 Inches  High  (Not  Including  Cornice)  $9.45  per  square, 


WHEELING  CORRUGATING  COMPANY. 

WHEELING.  W.  VA. 


ART  NOUVEAU. 


No.  740.  Ceiling  Plate.  24x24  in. 
$9.00  per  square. 


No.  741.  Ceiling  Plate. 

$9.00  per  square. 


24x48  in. 


No.  763.  Center.  24x24  in. 

Composed  of  Plate  740  and  Rosette  764. 
86  cts.  each. 


No.  744.  12x12 

10  cts.  each. 


No.  745.  Outer  Corner. 
12x12  in. 

10  cts.  each. 


No.  743.  Border. 
12x18  in. 

15  cts.  each. 


No.  742.  Border.  12x24  in. 

20  cts,  each. 


No.  746.  Inner  Corner. 
12x12  in. 

10  cts.  each. 


No.  764.  Rosette.  10  in.  diam. 
50  cts.  .each. 


No.  762.  Wainscot.  24x33  in. 

$9.00  per  square. 


150 


ART  NOUVEAU. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


No.  732.  Ceiling  Panel.  1J4  in.  deep. 
24x24  in. 

S9.00  per  square. 


No.  733.  Ceiling  Panel.  1 % in.  deep. 


24x48  in. 


$9.00  per  square. 


$9.00  per  square. 


No.  730.  Ceiling  Panel.  1%  in.  deep. 
18x18  in. 

$9.00  per  square. 


No.  731.  Ceiling  Panel.  \y±  in.  deep. 
18x24  in. 

$9.00  per  square. 


No.  737.  Inner  Corner.  24x24  in. 
$9.00  per  square. 


No.  734.  Border  Panel. 


).00  per  square. 


24x48  in. 


No.  736.  Outer  Corner.  24x24  in. 
$9.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


ART  NOUVEAU. 
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No.  761.  Cornice.  6 in.  projection.  9 in.  deep.  48  in.  long. 

15  cts.  per  foot. 


No.  758.  Mold. 


6 cts.  per  foot. 


6x48  in. 


No.  760.  Mold. 


6 cts.  per  foot. 


6x48  in. 


No.  752.  Border. 


24  cts.  each. 


6x48  in. 


No.  753.  Border.  6x24  in. 

12  cts.  each. 


No.  754.  Border.  6x18  in. 
9 cts.  each. 


No  755.  Border.  6x12  in. 
6 cts.  each. 


No.  716.  Corner.  6x6  in. 
4 cts.  each. 


No.  750.  Border  Panel.  6x12  in. 
6 cts.  each. 


I 


No.  751.  Corner.  6x6  in. 
4 cts.  each. 
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ART  NOUVEAU, 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  W.  VA. 


Design-  No.  6048. 


Composed  of  Cornice  761,  Filler  806,  Mold  758,  Field  740,  741. 

Price,  Based  on  Room  15x20  Feet,  $9.75  per  square.  Room  15x20  Feet  Requires  about  3.80  squares  of  Material 
20x40  “ 9.40  “ “ " 20x40  “ “ “ 9.30  « « «« 

25x60  “ 9.15  “ “ " 25x60  “ “ “ 16.70  “ “ « 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


ART  NOUVEAU. 
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Design  No.  6047. 


Composed  of  Cornice  761,  Filler  806,  Mold  658,  Field  739,  740. 


Price,  Based  on  Room  15x20  Feet,  $9.70  per  square.  Room  15x20  Feet  Requires  about  3.80  squares  of  Material. 
“ " “ “ 20x40  “ 9.55  “ “ “ 20x40  “ “ “ 9.25 

“ “ “ “ 25x60  “ 9.35  “ “ “ 25x60  " “ “ 16.75 
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ART  NOUVEAU 


WHEELING  CORRUGATING  COMPANY. 

WHEELING,  W.  VA. 


Design  No.  6050. 


ComP°sed  of  Corni«  7S1.  Filler  806,  Mold  758,  Border  734,  735,  Panels  732. 
nee,  Based  on  Room  15x20  Feet,  $970  per  square.  Room  15x20  Feet  Requires  about  3.85  squares  of  Material. 
20x40  9.40  " “ “ 20x40  “ “ « 9.30 


25x60  “ 9.40 


25x60  “ 


16.75 


WHEELING  CORRUGATING  COMPANY. 
WHEELING.  W.  VA. 


ART  NOUVEAU. 


5i®L\38^S. 
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Design  No.  6049.  Composed  of  Cornice  761,  Filler,  806,  Mold  758,  Panels  731,  730,  732. 

Price,  Based  on  Room  15x20  Feet,  $9.70  per  square.  Room  15x20  Feet  Requires  about  3.80  squares  of  Material. 
« ’ “ - “ 20x40  “ 9.60  " " “ 20x40  “ " “ 9.25 

«•  « « “ 25x60  “ 9.35  “ “ “ 25x60  " “ “ 16.75 


MODERN. 


No.  772.  Inner  Corner.  24x24  in. 
40  cts.  each. 


No.  777.  Wainscot  Plate.  24x33  in. 
$9.00  per  square. 


No.  768.  Border.  12x24  in. 

20  cts.  each. 


No.  767.  Border. 


40  cts.  each. 


12x48  in. 


No.  769.  Border.  12x18  in. 
15  cts.  each. 


No.  773.  Corner.  12x12  in. 
10  cts.  each. 


No.  774.  Corner.  12x12  in 
10  cts.  each. 


No.  776.  Corner.  12x12  in. 
10  cts.  each, 


No.  775.  Corner.  12x12  in. 
10  cts.  each. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


No.  771.  Outer  Corner.  24x24  in. 
40  cts.  each. 


No.  766.  Border  Plate.  12x24  in. 
$9.00  per  square. 


No.  765.  Ceiling  Plate.  24x24  in, 
$9.00  per  square. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


MODERN. 


No.  788.  Frieze  or  Border.  24x24  in. 
$12.00  per  square. 


No.  786.  Frieze  or  Border. 


$12.00  per  square. 


24x48  in. 


No.  787.  Frieze  or  Border.  24x24  in. 
$12.00  per  square. 


No.  784.  Frieze  or  Border.  12x24  in. 
$12.00  per  square. 


No.  783.  Frieze.  19x24  in. 

40  cts.  each. 


No.  785.  Corner.  24x24  in. 

$12.00  per  square. 


No.  782.  Frieze. 


19x48  in. 


19x48  in, 


80  cts.  each. 


80  cts.  each. 
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MODERN 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


No.  (5032.  Center. 


Composed  of  Center  710,  Border  Plates  785, 
Price  S8.76. 


96x96  in. 


WHEELING  CORRUGATING  COMPANY, 

WHEEUNG.  W.  VA. 


MODERN 


,'VW 


.A.y^,.,,,, 


Design  No.  6052. 


Composed  of  Cornice  222,  Filler 
Price,  Based  on  Room  15x20  Feet,  $10.00  per  square. 

“ “ “ “ 20x40  “ 9.60  " 

" “ “ " 25x60  “ 9.55  “ 


633,  Mold  780,  Border  766,  Field  765. 

Room  15x20  Feet  Requires  about  3.76  squares  of  Material. 

“ 20x45  “ “ " 9.25 

“ 25x60  “ " " 16.60  “ “ «* 
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MODERN. 


WHEELING  CORRUGATING  COMPANY, 
WHEELING.  W.  VA. 


Design  No.  6051. 


Composed  of  Cornice  222,  Filler  633,  Mold  780,  Borders  767 

K flnm  I v OH  TT  &tr\nn  ’ 


Price,  Based  on  Room  15x20  Feet 
“ “ “ “ 20x40  - 

“ 25x60  “ 9,55  “ 


768,  Corner  771,  Field  765. 


20x40  $19°60°  Sq“are-  RoT  L5XL°  Feet  ReC*U,'reS  ab°ut  3.75  squares  of  Material. 


20x40 
" 25x60  " 


9.25  " “ i« 

16.60  “ •'  «» 


MODERN. 


WHEELING  CORRUGATING  COMPANY. 

WHEELING,  W.  VA. 


,.;yAh 


Design  No.  6053. 


Composed  of  Cornice  815,  Filler  633,  Mold  780,  Border,  786.  787,  788,  784,  Field  765. 


Price,  Based  on  Room  15x20  Feet,  810.65  per  square. 

20x40  “ 10.15 
25x60  “ 10.00 


Room  15x20  Feet  Requires  about  3.75  squares  of  Material 
“ 20x40  " « “ 9.25  “ ■< 

“ 25x60  “ “ '«  16.75  “ " << 
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MODERN 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


• MhlHil'lfftJi'li-'i  II’II  ’I’D  '/  »<■'/ > 'll"! •'><<! <M)  "■ll.'l  >i 


Design  No.  5000. 


Composed  of  Cornice  815,  Frieze  781,  782,  783,  Wall  Plate  254,  Rail  780,  Wainscot  777. 
Price,  Based  on  Room  11  Feet  7 Inches  High  (Not  Including  Cornice)  $8.60  per  square. 


WHEELING  CORRUGATING  COMPANY* 

^ WHEELING,  W.  VA. 


PANELS. 
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No.  790.  in.  deep. 

24x24  in. 

S9.50  per  square. 


No.  791.  Ceiling  Panel.  1 y2  i„.  deep. 

24x48  in. 

$9.50  per  square. 


No.  798.  Ceiling  Panel.  % in.  deep. 
24x24  in. 

$8.00  per  square. 


No.  796.  Ceiling  Panel.  % in.  deep. 
12x12  in. 

$8.00  per  square. 


No.  794.  Ceiling  Panel,  l^g  in.  deep. 
24x24  in. 

40  cts.  each. 


No.  795.  Center.  1^  in,  deep. 

48x48  in. 

$1.98  each. 


12x24  in. 
$8.00  per  square. 
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PANELS. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING,  W.  VA. 


Design  No.  6054. 


Composed  of  Cornice  815,  Filler  811,  Mold  863,  Panels  796,  797,  798. 


Price,  Based  on  Room  15x20  Feet,  $9.30  per  square. 

“ “ “ “ 20x40  “ 8.90  “ 

“ 25x60  “ 8.75  " 


Room  15x20  Feet  Requires  about  3.80  squares  of  Material. 
" 20x40  “ “ « 9.30  « ■« 

“ 25x60  “ “ “ 16.70  « « <• 


WHEELING  CORRUGATING  COMPANY, 
WHEELING,  V/.  VA. 


PANELS, 


165 


Design  No.  6065.  Composed  of  Cornice  815,  Filler  811,  Panels  790. 

Price,  Based  on  Room  15x20  Feet,  $9.75  per  square.  Room  15x20  Feet  Requires  about  3.75  squares  of  Material. 

“ “ “ " 20x40  “ 9.70  “ “ “ 20x40  “ “ “ 9.20  “ “ 

“ " " “ 25x60  “ 9.60  “ " “ 25x60  “ “ « 16.65  “ “ « 
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MISCELLANEOUS. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


No.  803.  Ceiling  Plate.  % in.  deep.  24x48  in. 

$9.00  per  square. 


No.  804.  Ceiling  Plate.  24x24  in. 
% in.  deep. 

$9.00  per  square. 


No.  801.  Wall  Plate. 

48  cts.  each. 


No.  800.  Wall  Plate.  24x48  in. 

98  cts.  each. 


No.  805.  Decorative  Panel.  Composed  of  Plate  800,  Mold  832.  30x54. 

$1.96  each. 


24x24  in. 


WHEELING  CORRUGATING  COMPANY, 

WHEELING.  W.  VA. 


MISCELLANEOUS. 


167 


Design  No.  6056. 


Composed  of  Cornice  815,  Filler  811,  Mold  863,  Field  804. 

Price,  Based  on  Room  15x20  Feet,  $10.00  per  square.  Room  15x20  Feet  Requires  about  3.70  squares  of  Material. 
« “ " " 20x40  “ 9.50  “ “ “ 20x40  “ " " 9.25  “ “ “ 

“ “ “ “ 25x60  “ 9.50  “ “ " 25x60  “ “ " 16.75 
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